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THE  HYDERABAD  METROPOLITAN  WATER  SUPPLY 
AND  SEWERAGE  ACT , , 1989* . 

ACT  No.  15  OF  1989. 

[5th  July,  1989. ] 

■ An  Act  to  make  provision  for  Water 
Supply,  Sewerage  and  Sewage  Treatment 
in  the  Hyderabad  Metropolitan  Area 
and  for  matters  connected  therewith  * 

Be  ih  enacted  by  the  Legislative 
Assembly  of  the  State  of  Andhra  Pradesh 
in  the  Fortieth  Year  of  the  Republic  of 
India,  as  follows:- 


♦Received  the  assent  of  the  Governor  on  the  30th  Juno, 
1989.  For  Statement  of  Objects  and  please  see  the 
Andhra  Pradesh  Gazette,  Part-IV  A,  _^,;iaord4ra.ry , dated  the 
11th  March,  1989  at  Page  84. 
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" CHAPfER-i; 

. Preliminary 

1.  (1)  This  Act  may  be  called  the 

Hyderabad  Metropolitan  Water  Supply  and  Sewe- 
rage Act,  19.89. 

(2)  It  extends  to  the  whole  of  the  Hyderabad 
Metropolitan  area. 

(3)  It  shall  come  into  force  on  such  date  as  the 
Government  ■ may,  by  notification  appoint.  ana 
they  'may  appoint  different  dates  for  different  pro-  - 
visions  or  different  chapters. 

2.  (I)  In  this  Act,-  unless  the  context 
otherwise  requires, — 

(o)  “ Board  ” means  the  Hyderabad  Metro- 
politan Water  Supply  and  ■ Sewerage  Board  consti- 
tuted [Eider  section  3 ; 

(fi)  u bye-laws  ” means  bye-laws  made  by  the 
Board  under  this  Act ; 

(r)  “ Chief  Engineer  ” means  the  officer; 
appointed  or  authorised  by  the  Board  to  perform  thc 
functions  of  (he  Chief  Engineer  under  this  Act 
and  includes  an  Officer  placed  in  additional  charge 
of  the  duties  of  the  Chief  Engineer  ; 

(d)  “ communication  pipe  ” means — 

(/)  where  the  premises  supplied  with  water 
about  on  the  part  of  the  street  in  which  the  main  is 
laid*  and  the  service  pipe  enters  those  premises  other- 
wise than  through  the  outer  wall  of  a building  on 
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the  street  and  has  a stopcock  placed  in  those  premises 
and  as  near  to  the  boundary  of  that  street  as  is 
reasonably  practicable,  so  much  of  the  service  pipe 
as  lies  between  the  main  and  that  stopcock  ; 

(ii)  in  any  other  case,  so  much  of  the  service 
pipe  as  lies  between  the  main  and  the  boundary  of 
the  street  in  which  the  main  is  laid  and  includes  the 
ferrule  at  the  junction  of  the  service  pipe  with  the 
main,  and  also — 

(/4)  where  the  communication  pipe  ends 
at  a stopcock,  that  stopcock  ; and 

s 

(B)  any  stopcock  fitted  on  the  communi- 
cation pipe  between  the  end  thereof  and  the  main  ; 

(e)  ■'  Government  ” means  the  State  Govern- 
ment ; 

(f)  “ Hyderabad  Metropolitan  area  ” means 
the  area  of  the  Hyderabad  Urban  district  and  in- 
cludes such  ether  areas  adjacent  thereto  as  the 
Government  may,  by  notification  from  time  to  time, 
specify  ; 

( g ) “ licenced  Engineer  or  Plumber  ” means  a 
person  licenced  under  the  provisions  of  this  Act 
as  an  Engineer  or  Plumber  ; 

( h ) “ local  authority  ” means  , — 

(1)  a municipal  corporation  constituted  under 
the  law  relating  to  municipal  corporation  for  the 
time  being  in  force  ; 
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(ii)  a municipal  council  constituted  under 
the  Andhra  Pradesh  Municipalities  Act,  1965  ; 

(iii)  a cantonment  Board  constituted  under 
the  Cantonments  Act,  1924  ; 

(iV)  a Mandal  Praja  Parishad,  a Zilia  Praja- 
Parishad  or  a Zilia  Abhivrudhi  Sameeksha  Mandali 
constituted  under  the  Andhra  Pradesh  Mandala 
Praja  Parishads,  Zilia  Praja  Parishads  and  Zilia 
Abhivrudhi  Sameeksha  Mandals  Act,  1986  ; and 

(v)  a gram  panchayat  or  a township  consti- 
tuted under  the  Andhra  Pradesh  Gram  Panchayats 
Act,  1964  ; 

(/)  " main  ” means  a pipe  laid  for  the  purpose 
of  giving  a general  supply  of  water  as  distinct  from 
a supply  to  individual  consumers  and  includes  any 
apparatus  used  in  connection  with  such  a pipe  ; • 

(J)  *•  notification  ” means  a notification  pub- 
lished in  the  Andhra  Pradesh  Gazette  ; and  the  word 
“notified  ” shall  be  construed  accordingly  ; 

( k ) " prescribed  ” means  prescribed  by  rules 
made  by  the  Government  or  the  regulations  made 
by  the  Board,  as  the  case  may  be,  under  this  Act; 


(/)  “ Public  Health  Engineer  ” means  an  officer 
appointed  by  the  Board  to  be  the  Public  Health 
Engineer  to  discharge  the  . duties  of  sanitation  and 
water  supply  under  the  provisions  of  this  Act 
and  includes  any  officer  placed  incharge  of  ihtT 
duties  of  the  Public  Health  Engineer ; 

fm)  " Schedule  ’!  means  the  Schedule  append- 
ed to  this  Act ; 


(rip*1  S(;ivice  pipe  ” means  so  much  of  any 
pipe  for  supplying  water  from  a main  -to  any  premi- 
ses as  is  subject  to  water  pressure  from  that  main, 
or  would  be  so  subjected  but  for  the  closing  of  some 
tap  ; 


• ( o ) “ sewer  ” means  a closed  conduit  for 
carrying  off  sewage,  stillage,  rain  water,  polluted 
water,  waste  water  or  sub-soil  water  ; 

(p)  “ shed  " means  a slight  or  temporary 
structure  for  shade  or  shelter  ; 

{q)  “ State  ” means  the  State  of  Andhra 
Pradesn  ; 

( ■)  “ supply  pipe  ” means  so.  much  of  any 
service  pipe  as  is  not  a communication  pipe  ; 

(j)  “ trade  premises  ” means  any  premises 
used  or  intended  to  be  used  for  carrying  on  any 
trade,  industry  or  company  ; 

(/)  " trade  refuse  ” means  the  refuse  of  any 
trade  or  industry  ; 

(u)  “ trunk  main  ” means  a main  constructed 
for  the  purpose  of  conveying  water  from  a source 
of  supply  to  a filter  or  reservoir  or  from  one  filter 
or  reservoir  to  another  filter  or  reservoir,  or  for  the 
purpose  of  conveying  water  in  bulk  from  the  part 
of.  the  limits  of  supply  to  another  part  of  those 
limits;  or  for  the  purpose  of . giving  or  taking 
a supply  of  water  in  bulk  ; 

(v)  “Water’  -fittings”'  includes  pipes  (other 
than  mains),  taps  cocks,  valves,  ferrules,  meters, 
cisterns,  baths  and  other  similar  apparatus  used  in 
connection  with  the  supply  and  use  of  water. 
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(2)  All  words  and  expressions  used  m this 
Act  and  not  defined,  but  defined  in  the  Hyderabad 
Act  li  of  Municipal  Corporations  Act,  1955,  shall  have 

the  meanings  respectively  assigned  to  them  in 
that  Act. 

Chapter  - II 

Establishment  of  the  Board 

Constitution  3-  (I)  (a)  The  tjevernment  Shall,  as  soon  as  may 
and  compost-  be  after  the  commencement  of  this  Act  by  noti- 
Hyderatad  fication  constitute  a Board  by  the  name  of  “ The 
Metropolitan  Hyderabad  Metropolitan  Water  Supply  and 
supply  and  Sewerage  Board”; 

Sewerage 

(b)  The  Board  shall  be  a body  corporate  having 
perpetual  succession  and  a common  seal,  with  power, 
subject  to  the  provisions  of  this  Act  and  die 
rules  made  thereunder,  to  acquire  hold  and  dispose 
ot  property,  and  enter  into  contracts,  and  shall 
by  the  said  name  sue  and  be  sued; 


(c)  For  the  purposes  of  this  Act  and  the  Land 
Central  Act  Acquisition  Act,  1894,  the  Board  shall  be  deemed 
i or  is94.  to  be  a local  authority. 

12)  The  Board  shall  consist  of  the  following 

(a)  Chief  Minister  Ex.-Ofiicio  Chairman; 

(b)  Minister  for  Ex  Officio  Vice  Chair- 

Municipal  Administration.  man; 


(c)  Secretary  to  Ex  Officio  Director; 

Government,  Housing  Municipal 
Administration  and  Urban  De- 
velopment Department. 
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(dj  Secretary  to  Ex  Officio  Director; 

Government,  Finance  Department. 

• (e)  Secretary  to  Govern- 

menti  lrrjgation  Department  . .Ex-Officio  Director; 

(f)  Commissioner,  Muni- 

v cipal  Corporation  of  Hydera- 
bad. . .Ex-Officio  Director; . 

(g)  Chairman,  Andhra 
pradesh  State  Pollution  control 

Board.  ' ..Ex-Officio  Director; 

...  (h)  Director.  Medical* 

: Health  and  Family  Welfare 
Services.  . .Ex-Officio  Director; 

, (i)  A Chief  Engineer 
of -the  Board;  to  be  appointed 
by  the  Government.'  Director; 

(j)  One  Person  nomi- 
nated by  the  Government  of 
the  .rank  of  Additional  Acc- 

¥ ountant  General  drawn  from 

either  I.  A.  & A;.  S.  or  any 
financial  institution  ora 
Chattered  Accountant  , with 
not  less  than  twenty  years 

* of  experience  in  the  field  of 

'finance  and  accounts.  Director; 

(k)  One  person  of  the 

I.  A;  S.  cadre,  to  be  nominated 

bythe  Government.  . .Managing  Director; 
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. (3)  No  act  done  by  the  Board  shall  bit  caned  in 
question  on  the  ground  only  of  the  existence  of  any 
vacancy  or  any  defect  in  the  constitution  of  the 
Board. 

4-  ’ All  orders  and  decisions  of  the  Board 
shall  be  authenticated  by  the  signature  of  the  Mana- 
ging Director  or  any  other  Director  authorised  by 
the  Board  in  this  behalf  and  all  other  instruments 
issued  by  the  Board  shall  be  authenticated  by  the 
signature  of  such  Director  or  Officer  of  the  Board 
as  may  be  authorised  by  the  Board' in  this  behalf. 

5.  (1)  The  Board  shall  hold  ord'naiy  meetings 
at  such  intervals  as  may  be  provided  imthe  regulations 
and  a meeting  may  be  convened  by  the  Managing 
Director  at  any  other  time  for  the  transaction  of  ur- 
gent business. 

(2)  The  number  of  Directors  ncecessary  to  con- 
stitutive a quorum  at  a meeting  and  the  procedure 
to  be  followed  thereat  shall  be  such  as  may  be  provi- 
ded in  the  regulations. 

6.  (1)  The  Board  may  appoint  a Chief  Engineer, 
Public  Health  Engineer,  and  such  other  officers  and 
employees  as  may  be  required  to  enable  the  Board 
to  carry  out  its  functions  under  this  Act: 

Provided  that  the  appointment  of  the  Chief 
Engineer  and  the  Public  Health  Engineer  shall  be 
made  in  consultation  with  the  Government. 

(2)  The  Board  majf,  subject  to  such  conditions 
as  may  be  prescribed  by  regulations  from  time  to 
time  appoint  qualified  persons  to  be  as  consultants 
to  tile  Board  and  pay  them  such  remuneration  as  it 
think  proper, 
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7.  (l)'rt  shall  be  the  duty  of  the  Bmrd  to  pro-  c^crai 

. - 7 r duties  of  ihc 

Vide  for  Board, 

(a)  the  supply  of  potable'  water,  including  pla- 
nning, design,  construction,  maintenance,  operation 
and  management  of  water  supply  system;  and 

(b)  sewerage,  sewage  disposal  and  sewage  treat* 
ment  works  including  planning,  design,  construction, 
maintenance,  operation  and  management  of  all 
sewerage  and  sewage  treatment  works; 

in  the  Hyderabad  Metropolitan  area, 

(2)  For  the  efficient  • discharge  of  the  du  ies 
entrusted  to  it,  ihe  Board  shall  .exercise  such  powers 
and  perform,  such  functions  as  are  conferred  or  im- 
posed by  or  under  this  Act  : 

Provided  that  no  scheme,  the  estimated  co>t 
which  exceeds  rupees  ten  crores  shall  be  carried  ouj, 
by  the  Board  except  wi;h  the  previous  approval  o^ ' 
the  Government. 


Chapter -Ilf 

Board’s  Finance,  Accounts  and  Audit 

8.  For  carrying  on  its  operations  under  this  pHncfpiLcf 
Act  the  Board  shall  levy  rates,  fees,  tariffs,  Boant'j 
rentals,  deposits,  contributions  and  other  charges,  F‘nanOT' 
and  may  vary  such  rates,  fees,  tariffs,  rentals,  deposits, 
contributions  and  other  charges  from  time  to  time 
in  order  to  provide  sufficient  revenues, — 

(a)  to  cover  operating  expenses,  taxes  and 
interest  payments  and  to  provide  for  adequate  main-' 
fenance  and  depreciation; 

(b)  to  meet  repayments  .of  loans  and  other 
borrowings  ; 

G-311— 2 
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(c)  to  finance  normal  year  to  year  improve- 
ments; 

(d)  to  provide  for  further  capital  works  as 
are  necessary  from  time  to  time;  and 

(e)  to  provide  for  the  cost  of  such  other 
purposes  beneficial  to  the  promotion  of  water  supply 
and  construction  of  sewerage  and  sewage  treatment 
works 

in  the  Hyderabad  Metropolitan  area  as  the 
Board -may  determine. 

9.  (1)  Tn  February  of  each  year,  the  Board 
shall  submit  to  !he  Government  a statement,  in  the 
form  prescribed  by  regulations,  of  the  es  i mated 
capital  and  revenue  receipts  and  expenditure  for  the 
: ensuing  year. 

(2)  The  said  sta'cmeni  shall  include  a statement 
or  the  salaries  and  allowances  of  Direcors,  Officers 
and  employees  of  the  Board  and  of  such  other  parti- 
culars as  may  be  prescribed  by  rules. 


(3)  The  Board  may,  at  any  timi  during  the  year 
in  respect  of  which  a s'a*ement  under  sub-section  (i) 
has  been  submitted,  submit  to  the  Government  a 
supplementary  statement,  and  all  the  provisions  of 
this  section  shall  apply  to  such  statement,  as  they 
apply  to  the  statement  under  the  said  sub-section. 

10.  (1)  Except  where  in  the  opinion  of  the 
Board  circumstances  of  extreme  urgency  have  arisen, 
no  sum  exceeding  five  lakhs  of  rupees  on  account  of 
recurring  expenditure  or  exceeding  ten  lakhs  of  rupees 
on  account  of  non-recurring  expenditure  shall  be 
expended  by  the  Board  in  any  year  of  account  unless  ■ 
such  sum  has  been  included  in  a statement  submitted 
under  sub-scc'.ion  (1)  or  sub-section  (3)  of  section  9. 
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(2)  Where  any  such  sum  is  expended  under 
circumstances  of  ex'reme  urgency,  a report  thereon 
indicating  the  source  from  which  it  is  proposed  to 
meet  the  expenditure  shall  be  made  as  soon  as  practi- 
cable to  the  Government. 

11.  fl) -The  Government  may,  make  subven- 

tions  to  the  Board  for  the  purposes  of ' this  Act,  the  Board, 
on  such  terms  and  conditions  as  the  Government 
may  determine. 

(2)  The  Government  may,  from  time  to. time, 
advance  loans  to  the  Board  for  the  purposes  of  this 
. Act  on  such  terms  and  conditions  as  the  Go- 
vernment may  determine. 

12.  (1)  The  Board  may,  from  time'  to  time.  Powers  of 
with  the  previous  sanction  of  the  Government  and  ^Sw.° 
subject  to  the  provisions  of  this  Act,  and  to 

such  conditions  as  may  be  prescribed  by  rules  made 
in  this  behalf,  borrow  any  sum  required  for  the  pur- 
poses of.  this  Aot. 


(2)  The  Government  may,  by  rules  made  for 
the  purposes  of  this  section,  empower  the  Board  to 
borrow  by  the  issue  of  bonds  or  stocks  or  other- 
wise and  to  make  arrangements  with  bankers. 

(3) .  The  maximum  .^amount  which  the  Board 
may  at  any  time  raise  as  loan  under  sub-section  (1) 
shall  be  ten  crores  of  rupees,  unless  the  Government, 
by  notification  fix  a higher  maximum  amount. 

(4)  Stock  issued  by  the.  Board,  under  this 
section  shall  be  issued,  transferred,  dealt  with  and 
redeemed  in  such  manner  as  may  be  prescribed  by 
rules. 
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13.  The  Government  may  guarantee1  m such 
manner  as -they  think  fit  the  payment  of  ihe  principal 
and  interest  of  any  loan  proposed  to  be  raised  by 
the  Board  or  of  either  the  principal  or  the  interest. 

Deprrdaiioi  14.  G)  The  Board  shall  create  a depreciation 
Retire.  reserve  and  shall  at  the  end  of  every  year,  credit  to 
such  reserve  from  its  revenues,  such  amount  as 
would  if  made  annually  throughout  the  period  spe- 
cified in  column  T2)  of  the  First  Schedule  in  respect 
of  the  assets  specified  in  column  (1)  thereof  and 
accumulated  at  compound  interest  at  the  rate  of 
three  percentumper  annum  produced  by  the  end  of 
the  said  specified  period  an  amount  equal  to  ninety 
percent  of  the  original  cost  of  the  assets  after  taking 
in  o account  the  sums  already  written  off  and  set 
aside  in  the  books  of  the  Board. 

f2)  The  amount  to  be  credited  every  year  to 
the  depreciation  reserve  under  sub-section  (1) 
shall  consist  of  the  incremental  deposit  plus  m erest 
on  the  accumulated  balance  in  the  reserve  : 

Provided,  that  the  contribution  in  respect  of  any 
asset  to  the  depreciation  reserve  under  this  section 
shall  cease  at  Ihe  end  of  such  period  as  may  be  pres- 
cribed by  regulations  or  when  the  assets  ceases  to  be 
used  by  the  Board  whichever  is  earlier* 

rmypc\c-  15.  The  Board  shall  create  a. reserve  forimporve- 
Rcicrve.  ment  works  and  shall,  at  the  end  of  every  year,  cre- 
dit to  such  reserve  from  its  revenues,  such  percentage 
of  the  balance  remaining  after  meeting  its  operating, 
maintenance  and  management  - expenses  and  after 
adequa+e  provision  is  made  for  depreciation,  taxesj 
interest  and  amortization  payments  on  loans  and 
other  borrowings  as  the  Board  may  determine 
taking  intp  consideration  the  improvement  works 
which  Ihe  Board  will  have  lo  execu\e  in  order 
provice  adequate  water  supply  and  sewage  treat- 
ment works  in  the  Hyderabad  Metropolitan  area. 
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]ti.  (?)  The  Board  shall  cause  proper  accounts 
and  other  records  in  relation  thereto  to  be  kept, 
including  the  proper  system  of  internal  check  and 
prepare  an  annual  statement  of  accounts,  including 
the  income  and  expenditure  account  and  the  balance 
sheet  in  such  foim  as  may  be  prescribed  by 
regulations. 

(2)  The  accounts  of  the  Board  shall  be 
audited  by  such  person  as  may  be  appointed  by  the 
Government  and  any  expenditure  incurred  in  con- 
nection with  such  aud*t  shall  be  payable  by  the 
Board  to  the  Government. 


(3)  The  person  so  appointed  and  any  other 
person  authorised  by  him  in  connection  with  the 
audit  of  the  accounts  of  the  Board  shall  have  the 
sane  rights,  privileges  and  authority  in  connec- 
tion with  such  audit  as  the  Comptroller  and  Auditor 
General  of  India  has  in  connection  with  the  audit 
of  Government  accounts  and  in  particular  shall  have 
the  right  to  demand  the  production  of  books, 
accounts,  connected  vouchers  and  other  documents 
and  papers,  from  any  of  the  offices  of  the  Board 
in  connection  with  the  audit  of  accounts  of  the 
Board. 


(4)  The  accounts  of  the  Board  as  certified 
by  the  person  so  appointed  or  any  other  person 
authorised  by  him  in  this  behalf  together  with  tlie 
audit  report  thereon  shall  be  forwarded  annually 
to  the  Government  and  the  Government  may  issue 
such  instructions  to  the  Board  in  respect  thereof 
as  they  deem  fit  and  the  Board  shall  comply  with 
such  instructions. 

j.  1998/10 


Accounts 
and  audit. 


VeSlWlR  of 
works  on 
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Construction 
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(*n  The  Government  shall  cause  the  accounts 
ol'  the  I >ard  to  be  published  in  the  manner  pres- 
cribed rules  and  make  available  copies  thereof 
on  sale  at  a reasonable  price  fixed  therefor. 

CHAPTER-1  V 

Water  Supply 

17.  On  and  from  the  date  of  coming  into  force 
of  this  chapter,  all  public  reservoirs,  tanks,  cisterns 
fountains,  wells  and  bore  wells,  pumps,  pipes,  taps, 
conduits  and  other  works  connected  with  the 
supply  of  water  to  the  Hyderabad  Metropolitan 
area,  including  (be  hcadworks,  reservoirs  and  the 
rising  mains,  and  all  bridges,  buildings,  machinery, 
works,  materials  and  other  things  connected  there- 
with and  all  land  (not  being  private  property) 
adjacent  and  appertaining  to  the  same,  shall  vest 
in  the  Board  and  be  subject  .0  i:s  contiol. 

18.  (1)  The  Board  may  construct,  lay,  or  erect 
filtration  plants,  reservoirs,  machinery,  conduits, 
pipes,  or  other  works  in  any  place  in  the  State  for 
supplying  the  Hyderabad  Metropolitan  area  with 
water  .and  may  provide,  tanks,  reservoirs,  machinery, 
mains,  fountains  and  other  conveniences  within  the 
Hyderabad  Metropolitan  area  for  the  use  of  the 
inhabitants. 

(2)  The  Board  may  cause  existing  water 
works  to  be  maintained  and  supplied  with  water 
or  it  may  close  any  such  works  and  substitute  oiher 
such  works  and  may  cause  them  to  be  maintained 
and  supplied  with  water. 


Trespass  or,  19.  No  person  shall,  except  with  the  permission 
y duly  obtained  from  the  Board  or  the  Public  Health 
Engineei1;  incharge  of  water  supply  enter  on  land 
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'■“vested  in  the  Board  along  which  a conduit  or  pipe 
runs  or  on  any  premises  'connected  with  the  water 
supply. 

-J 

20.  (1)  Without  the  permission  of  the  Board'  Prohibiliofi 
the  Public  Health  Engineer  incharge  of  water  supply 
or  any  other  officer  authoiised  by  the  Board  in  this  mains, 
behalf,  no  building,  wall  or  other  structure  shall  be 
newly  erected  and  no  street  shall  be  laid  over  any 
water  main  belonging  to  the.  Board. 

(2)  If  any  building,  wall  or'  other  structure 
be  so  erected  or  any  street  be  so  laid,  the  Public 
Health  Engineer  incharge  of  water  supply  or  any 
other  officer  authorised  by  the  Board  in  this  behalf 
may  cause  the  same  to  be  removed  or  otherwise 
dealt  with  as  he  deems  fit  and  the  expenses  thereby 
incurred  shall  be  paid  by  the  persons  contravening 
the  provisions  of  sub-scclion  (1). 


21.  AH  house  connections,  whether  within  or  Control  over 
without  the  premises  to  which  they  belong,  with  the 
water  supply  mains  shall  be  under  the  control  of  the 
Board,  but  shall  be  altered,  repaired  and  kept  in  pro-  . 
per  order  at  the  expense  of  the  owner  of  the  premises 
to  which  they  belong,  or  for  the  use  of  which  they  were 
constructed,  and  in  conformity  with  the  regulations 
made  in  that  behalf. 


22.  Notwithstanding  anything  contained  in.  this  Paynemio 
Actor  any  law,  contract  or  other  instrument,  J^rer1**  r°r 
for  alL  water  supplied  under  this  Act,  pay-  supplied.  . 
ment  shall  be  made  at  such  rates,  at  such  times  and 
under  suqh  conditions  as  may  be  prescribedby  regula- 
tions; and  different  rates,  may  be  pres  ribed  for 
supply  of  water  for  different  purposes  andefor  diffe- 
rent quantities. 


136 


Jbrdointji^  23.  (I)  The  Public  Health  Engineer  incharge  of 
consunipiion.  water  supply  may.  on  application  by  the  owner  or 
occupier  of  any  building  arrange,  in  accordance  with 
the  rules  and  regulations,  to  supply  water  thereto  for 
domestic  consumption  and  use. 


(2)  It  shall  not  be  ’ wful  for  the  owner  of  any 
dwelling  house  which  ma;  be  constructed  or  recons- 
tructed after  the  coming  '*ito  force  of  this  Act 
to  demand  water  supply  fi  i the  Board  unless  he 
has  obtained  a certificate  it  the  prescribed  manner 
from  the  Board  that  there  is  provided  within  or  within 
a reasonable  distance  of  the  house  such  supply  of 
wholesome  water  as  appears  to  the  Board  to  be 
sufficient  for  the  domestic  consumption  and  use  of 
the  inmates  of  the  house. 

(3)  Where  on  any  land  there  are  two  or  mors 
superstructures,  and  the  owner  of  the  land  is  not  th^ 
owner  of  all  the  superstructures,  the  Board  may.  if 
it  appears  to  it  that  the  superstructures  are  without 
a proper  supply  of  water  for  domestic  consumption 
and  use  and  that  such  supply  can  be  furnished  from 
the  main  not  more  than  thirty-five  metres  distance 
from  any  part  of  any  such  superstructure,  by 
notice,  require  the  owner  of  the  land  to  obtain  such 
supply. 

supply  of  24.  The  supply  of  water  For  domestic  purposes 
domestic  UQder  this  Act  shall  not  be  deemed  to  include 
purpose  not  any  supply  for  commercial  or  industrial  purpose  and 
any’siippiy  “1  particular  any  supply 

foj  ccrtjin 

purposs.  (a)  for  any  trade,  manufacture  or  business  ; 

C b ) for  gardens'or  for  purposes  of  irrigation  : 

(c)  for  building  purposes  : 


V 


% 


I 
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(rfj'tor  fountains,  swimming  baths,  public 
baths  or  tanks  or  for  any  ornamental  or  mechanical 
purposes  ; - 

(e)  for  animals,  where  they  are  kept  for  sale 
or  hire  or  for  the  sale  of  their  produce  or  any  prepara- 
tion therefrom  ; 


( f)  for  the  consumption  and  use  by  the  inmates, 
in  hotels,  commercial  boarding  houses  and  residential 
clubs  ; 


(g)  for  the  consumption  and  use  by  the  persons 
resorting  to  theatres  ana  cinemas  ; 

(h)  for  construction  or  for  watering  streets  ; or 

(i)  for  washing  vehicles  where  they  are  kept  for 
sale  or  hire  ; 


but  shall  be  deemed  to  include  a supply  - 

(i)  for  flushing  latrines  or  drains  ; and 
(if)  for  all  baths  other  than  swimming  baths 
" or  public  baths. 


25.  No  person  shall  use  or  allow  to  be  used 
other  than  domestic  purposes  water  supplied 
domestic  purposes. 


for 


Water  aupp- 


for  Jlcd  for 
domestic 
purposes  no 


to  be  used . 
Tor  non* 
domestic 


purposes 


26.  (1)  The  Chief  Engineer  may,  supply  water  Power  w 
for  any  purpose  other  than  a domestic  purpose,  on  far  non^J'e: 
such  terms  and  conditions  consistent  with  this  domestic 
rAcl  and  the  regulations  made  thereunder  on  receiv-  purpoi“- 
>ng  a written  application  specifying  the  purpose  for 
which  such  supply  is  required  and  the  quantity  likely 
to  be  consumed. 


Supply  of 
waicr  \n  bulk 
to  ihc 

Government 
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and  other 
local 

authorities. 
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Power  to  lay 
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(2)-On  the  sanction  of  the  application  utiaer 
sub-section  (1),  the  Chief  Engineer  may,  subject  to 
such  charges  and  rates  as  may  be  fixed  by  the  regula- 
tions, lay  or  allow  to  be  laid  the  necessary  pipes  and 
water  fittings  of  such  dimensions  and  desenpions  as 
may  be  prescribed  by  the  regulations  and  may  arrange 
for  the  supply  of  water  through  such  pipes  and 
fittings. 

27.  The  Board  may  by  agreement,  supply  water 
in  bulk  to  the  Government  including  the  Central 
Government,  the  Corporation  or  any  other  local 
authority  or  any  other  public  or  private  undertaking 
on  such  terms  as  to  payment  and  as  to  the  period  and 
the  conditions  of  supply  as  may  be  agreed  upon  bet- 
ween the  Board  and  such  authority. 

28.  The  Board  may,  provide  free  of  charges 
gratuitous  supply  of  wholesome  water  to  the 
public  within  the  city  of  Hyderabad  or  the 
city  of  Secunderabad  and.  may,  for  that  purpose,  erect 
public  stand  posts  or  other  conveniences. 

29.  (1)  Notwithstanding  anything  contained  in 
the  Hyderabad . Municipal  Corpora' ions  Act,  1955,  or 
any  other  law  for."  the.  time  being  inforce,  the  Board 
may  lay  a main  whether  within  or.  without  the  local 
limits  of  the  Hyderabad  Metropolitan  area — 

{a)  in  any  slreet  or  any  land  vested  in  the 
Government,  the  Corporation  or  any  other  local 
authority  or  any  Government  Company  or  Corpo- 
ration owned  or  controlled  by. the  Government; 

( b ) with  the  consent  of  every  owner  or  occupier 
of  any  land  not  forming  part  of  a street,  in.  over  or  on 
that  land,  and  may,  from  time  to  time  inspect,  repair, 
alter  or  renew  or  may,  at  any  lime  remove: any  main, 
whether  laid  under  this  Act  or  otherwise: 
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Provided  that  where  a consent  required  for  the 
purpose  of  :his  sub-section  is  withheld,  the  Board  may, 
after  giving  the  owner  or  occupier  of  the  land  a 
written  notice  of  its  intention  so  to  do  lay  the  main  in, 
over  or  on  that  land  even  without  such  consent. 

(2)  Where  the  Board,  in  exercise  of  the  powers 
under  this  section,  lays  a main  in,  over  or  on  any  land 
not  forming  part  of  a street  or  land  referred  to  in 
clause  (a)  of  sub-section  (1)  or  inspects,  repairs,  alters, 

.renews  or  removes  a main  so  laid  in,  o/er  or  on  any 
;such  land,  it  shall  pay  a compensation  to  every  person 
interested  in  that  land  for  any  damage  done  to,  or 
injurious  affection  of,  that  land  by  reason  of  such  laying, 
inspection,  repairs,  alteration,  renewal  or  removal  of 
the  main. 

30.  (1)  The  Board.,  may,  in  any  street  or  any  land  to  -Iay 
referred  to  in  clause  (a)  of  sub-  section  (1)  of  section  p>p“  <=*= . 
29,  whether  within  or  without  the  local  limits  of  the 
Hyderabad  Metropolitan  area,  lay  such  service  pipes 
with  such  stopcocks  and  other  water  fittings  as  it  may' 
deem  necessary  for  supply  of  water  .to  premises,  and 
may,  from  time  to  time,  inspect,  repair,  alter  or  renew 
and  may,  at  any  time,  remove  any  service  pipe  laid  in 
such  street  or  land  whether  under  this  Act  or  otherwise. 

(2)  Where  a service  pipe  has  been  lawfully  laid 
in,  ever  or  on  the  land  not  forming  part  of  a street  or 
land  teferred  to  in  sub-section  (1),  such  officers  as  the 
Board  may  authorise,  from  time  to  time,  enter  upon 
that  land  and  inspect,  repair,  alter,  renew,  or  remove 
the  pipe  or  lay  a new  pipe  in  substitution  thereof  but 
shall  pay  compensation  for  any  damage  done,  in  the 
course  of  such  action. 
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rf«  hydrants  31.  (1)  The  Public  Health.  Engineer  incharge  of 
* 'water  supply  shall  fix  hydrants  on  water  mains  (other 
than  trunk  mains)  at  such  places  as  may  be  most 
convenient  for  affording  a supply  of  water  for 
extinguishing  any.  fire  and  shall  keep  in  good  order 
ana  trom  time  to  time  renew  every  such  hydrant. 
Every  such  hydrant  shall  be  denoted  by  letters, 
marks  or  figures  displayed  prominently  on  some 
wall,  building  or  other  structure  near  such  hydrant. 

(2)  As  soon  as  any  such  hydrant  is  fixed, 
the  Public  Health  Engineer  incharge  of  water  supply 
shall  deposit  a key  thereof  at  such  place  where  a 
public  fire  engine  is  kept  and  in  such  other  places, 
as  he  deems  necessary. 

(3)  The  Board,  may,  at  the  request,  and 
expense  of  the  owner  or  occupier  of  any  factory, 
workshop,  trade  premises  or  place  of  _ business, 
situated  m or  near  a street  in  which  a pipe  is  laid 
(and  not  being  a trunk  main  and  being  of  sufficient 
dimensions  to  carry  a hydrant),  fix  on  the  pipe  and 
keep  in  good  order  and  from  time  to  time  renew 
one  or  more  fire  hydrants,  to  be  used  only  for  extin  - 
guishing  fires  as  near  as  conveniently  may  be  to  that 
tactory,  workshop,  trade  premises  or  place  of 
business. 

(4)  The  Board  shall  allow  all  persons,  to  take 
water  for  extinguising  fire  from  any  pipe  on  which 
a hydrant  is  fixed  without  any  payment. 


Power  to 
require 
owners  of 
premia  to 

tr 1 up 

pumps  etc. 


32.  (1)  Water  supply  connection,  by  the  Board 
for  any  purpose  including  that  of  domestic  use  shall 
be  given  only  at  the  ground  level  of  .the  premises. 
It  shall  not  be  lawful  for  any  owner  or  occupier  to 
demand  water  supply  connection  J&om  the  service 
pipe  at  any  other  elevation  or  level. 


(2)  It  shall  not  be  lawful  for  any  owner  or 
occupier  to  use  any  devices  to  suck  water  diicctlyor 
indirectly  from  the  mains  or  service  pipes. 

■ (3)  The  owner  of  every  premises  having  mo^e 
than  one  storey  and  connected,  with  water  supply  from 
the  communication  pipe  at  the  ground  level  shall  on 
and  after'  the  commencement  of  this  Act  and 
within  a period  of  sixty  days  therefrom  provide  a 
sump  and  set  up  electrical  pump  or  other  contrivances 
of  adequate  capacity  and  such  other  arrangements 
as  prescribed,  to'  pump  the  water  to  the  top  most 
storey  of  such  premises. 

; (4)  Any  person  who  wilfully  violates  the  provi- 
sions of  this  section  shall  be  liable  to  have  the  water 
supply  disconnected  to'  the  premises  and  no  new  Con- 
nection shall  be  sanctioned  unless  the  owner  or  the 
occupier  complies  with  the  provisions  of  this  section. 

33.-  The  Public  Health  Engineer  inchargf  of  water  supply  of 
supply  or  any  other  officer  authorised  by  him  in  this  Water- 
behalf,  may  peimit  the  owner,  lessee  or  occupier  of 
any  premises  to  connect  the  premises  by  means  of 
supply  pipes  for  conveying  to  the  premises  a supply 
of  water  for  his  domestic  purposes  from  water  works 
of  -the  Board  subject  to  conditions  and  requirements 
laid  down  in  the  rules  made  in  this  behalf. 

34..  (I)  The  Board  may  require  the  provision  of  Power  w 
a separate  service  pipe  for  each  of  the  premises 
supplied  or  to  be  supplied  by  it  with  water.  pipes. 


(2)  If  in  the  case  of  any  premises  already 
supplied  with  water  but  not  having  a separate  service 
pipe,  the  Board  gives  notice  to  the  owner  of  the  pre- 
mises requiring  the  provision  of  such  a pipe,  the 
owner  shall,  within  three  months,  lay  so  much  of  the 
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-required  pipe  as  will  constitute  a supply  pipe  and  is 
not  required  to  be  laid  in  a street,  and  tfie  Board 
shall,  within  thirty  days  after  the  owner  has  done 
so,  lay  so  much  of  the  required  pipe  as  will  constitute 
a communication  pipe  or  a supply  pipe  to  be  laid  in 
a street  and  make  all  necessary  communications. 

(3)  If  an  owner  to  whom  a notice  has  been 
given  under  sub-section  (2)  fails  to  comply  therewith 
the  Board  may  itself  execute,  the  work  which  the 
owner  was  required  to  execute  and  recover  the  ex- 
penses reasonably  incurred  by  it  in  executing  the 
work  as  an  arrear  of  water  rate,  under  this  Act. 

35.  (1)  On  every  service  pipe  laid  after  the  date 
ot  coming  mto  force  of  this  chapter,  the  Board  shall, 
and  on  every  service  pipe  laid  before  such  date 
the  Board,  may,  fit  a stopcock  enclosed  in  cover  box 
or  a pit  of  such  size  as  may  be  reasonably  necessary 

(2)  Every  stopcock  fitted  on  a service  pipe 
after  the  date  of  coming  into  force  of  this  chapter 
shall  be  placed  in  such  position  as  the  Board  deems 
most  convenient: 

Provided  that— 

j (a)  a stopcock  in  private  premises  shall  be 
placed  as  near  as  is  reasonably  practicable  to  the 
street  from  which  the  service  pipe  enters  that 
premises ; and 

O)  a stopcock  in  a street  shall  be  placed 
as  near  to  the  boundary  thereof  as  is  reasonably  pra- 
cticaoJe. 


Watcrmet;rs  36.  (1)  Every  owner  or  occupier  of  the  premises 
having  or  seeking  water  supply  connection  from  tbe 
Board,  shall  provide  at  his  own  cost  watermeter- 
land  attach  the  same  to  t|je  service  pipe. 


ting  of'* 2at^n’  I!Se’  ^ntenance  and  test- 
,1,5,  r Hete/J  •fr'd  dbsconneetion  of  water  snrmiv 
i 1 Je  regulate£i  fey  bye-laws  made  in  this  behalf. 

the  accordance  with  Gumption 

it^if  * ,ttn3  Act  through  a meter  asfoc»n««- 

“ter  hT hi }hat  thQ  Tantit^ hr'** 
is  pSved.  consumed  until  the  contrary 
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r meters. 


shah  ^ 6 tn  <5°W^er  °r  Gccu?*er  °f  the  premises  Prohibition 

in  nm««  ntam,  his  pipe  connections  and  the  meter  °r.waste  or 

as  ^VTwifr0/der  and  *****  conditiS  soSC°f 
d w preVvDt  water  from  running  to  waste. 

(2)  No  person  shall  wilfully  or  neelicrenth 
SStS”?er  “y  M"r  Stti”S  which  he  is  teS 

need  0?  remain  so  °«  °f  <***  Or  so  in 

ted  or  °rJrei?a^Q  so  constructed  dr  a don- 

s 

itisiip 

expenses  reasonably  incurred  by  it  in  so  dointr 
an  anear  of  Water  tales  payabte^dS  S»  S’:  “ 
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• Provided  that  no  such  notice  need  be\Yssuec  in 
the  case  of  emergencies  involving  contamination  of 
water  supplies. 

enkc^mi-  39.  The  Public  Health  Engineer  incharge  of  water 
ms  to^etcci  supply  or  any  other  officer  authorised  by  the  Board 
um  orwalcr  ma^>  b2tweei1  sunrise  and  sunset,  enter  any  premises 
' supplied  with  water  by  the  Board  in  order  to  examine 
if  there  is  any  waste  or  misuse  of  such  water  and  the 
Public  Health  Engineer  incharge  of  water  supply 
or  such  other  officer  shall  not  be  refused  entry  into 
the  premises  nor  shall  be  obstructed  by  any  person 
. in  making  his  examination. 

Power  to  40.  The  Board  may  test  any  water  fitting  used  in 
filing'"  connection  with  water  supplied  by  the  Board. 

ete^nouo  41.  (0  No  water  pipe  shall  be  laid  iri  a drain 
be 'placed  or  on  the  surface  of  an  open  channel  or  house  gully 
wMMw walcr  or  within  six  meters  of  a cesspool  or  in  any  position 
polluted,  where  the  pipe  is  likely  to  be  damaged  or  the  water 
therein  polluted;  and  except  with  the  approval  of 
the  Board,  no  cistern  shall  be  constructed  within  six 
meters  of  a latrine,  or  cesspool. 

(2)  No  latrine  pit  or  soak  pit  or  cesspool  shall 
be  constructed  or  made  within  six  meters  of  any  water 
pipe  or  cistern  or  in  any  position  where  the  pipe  or 
cistern  is  likely  to  be  damaged  or  the  water  therein 
polluted. 

(3)  The  Public  Health  Engineer  incharge  of 
sanitation  shall  take  all  precautionary  measures  to 
ensure  that  the  sewerage  and  sewage  do  not  (low 
into  the  water  mains. 

Power  (o  42.  (1)  The  Board  may  cut  off  the  supply  of 

cut  off  water  . _ . ■ 

mppiy.  water  from  any  premises,— 
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, ia)  if  the  owner  or. .occupier  neglects  to  com- 
ply with  any  lawful  order  or  requisition  regarding 
water  supply  issued  by  the  Board  within  the  period 
specified  therein  ; 

(b)  if  any  charges  or  , any  other  sum  due  for 
water  or  for  the  cost  of  making  connection  or  the 
hire  of  a meter  or  the  cost  of  carrying  out  any  work 
or  test  connected  with  the  water  supply  which  is  chat  - 
geable  to  any  person  by  or  under  mis  Act  is  not  paid 
within  fifteen  days  after  a bill  for  such  charges  or  sums 
has  been  presented  or  served  ; 

(c)  if  after  receipt  of  a notice  from  the  Board 
requiring  him  to  refrain  from  so  doing,  the  owner 
or  occupier  continues  to  use  the  water  or  to  permit 
it  to  be  used  in  contravention  of  the  provisions  of 
this  Act  or  any  rule  made  thereunder  ; 

(d)  if  the  owner  or  occupier  wilfully  or 
negligently  damages  the  meter  or.  any  pipe  or  tap 
conveying  water; 

(e)  if  the  owner  or  occupier  refuses  to  admit 
the  Public  Health  Engineer  incharge  of  water  supply 
or  any  person  authorised  by . the  Board 
in  this  behalf  into  the  premises  which  he  proposed 
to  enter  for  the  puipose  of  executing  any  work  or 
placing  or  removing  any  apparatus  or  making  any 
examination  or  enquiry  in  connection  with  the  water 
rupply  or  prevents  the  Public  Health  Engineer  in- 
charge of  water  supply  or  such  person  from  executing 
such  woik,  or  placing  or  removing  such  apparatus 
or  making  such  examination  or  enquiry  ; 

(f)  if  any  pipes,  laps;  works  or  fittings,  con- 
nected with  the  water  supply  are  found  on  examina- 
tion by  the  Public  Health  Engineer  incharge  of  water 
supply  or  any  person  authorised  hy  the  Board  to.  be 
out  of  repair  to  such  an  extent  as  to  cause  waste  or 
contamination  of  water  ; 


(g)  if  the  owner  or  occupier  causes  pipes,  taps, 
works  or  fittings  connected  with  the  water  supply  to 
be  placed,  removed,  repaired,  or  otherwise  interfere 
within  contravention  of  the  provisions  of  this.  Act 
or  of  the  rules  or  regulations  made  thereunder: 

Provided  that  the  Board  shall  not  cut  off  the 
supply  of  water  unless  notice  of  not  less  than  seven 
days  has  been  given  to  the  owner  or  occupier  of  the 
premises,  except  in  cases  involving  contamination 
of  water  supplies,  where  no  such  notice  need  be  given; 

(h)  if  the  consumer  fails  to  provide  proper 
disposal  or  treatment  of  the  used  water  from  his  pre- 

8956  Central  ffiises=  in  accordance  with  the  provisions  of  the  Hydera- 
W6  °f  bad  Municipal  Corporations  Act,  1955  or  the  Water 
1''4'  (Prevention  and  Control  of  Pollution)  Act,  1974. 

(2)  (a)  The  owner  and  the  occupier  of  the  pre- 
mises shall  be  jointly  and  severally  liable  for  the  pay- 
ment of  all  the  sums  referred  to  in  clause  (c)  of  sub- 
section (1); 


(b)  The  sums  referred  to  in  clause  (a)  shall  be 
a charge  on  the  premises. 

. (3)  The  expenses  of  cutting  off  the  supply  shall 
be.  payable  by  the  owner  and  occupier  of  the  premises 
jointly  and  severally. 


(4)  In  a case  under  clause  (b)  of  sub-section  (1) 
as  soon  as  any  money  for  non-payment  of  which 
water  has  been  cut  off,  together  with  the  expenses  of 
cutting  off  the  supply,  including  any  penalities  levied 
thereon  has  been  paid  by  the  owner  or  occupier,  the 
Board  shall  cause  water  to  be  supplied  as  before,  on 
payment  of  the  cost  of  re-connecting  the  premises  with 
the  water  works. 


rkshmMi 


(5).  Action  taken  under  this  section  against  any 
person  shall  be  without  prejudice  to  any  penalities 
to  which  lie  may  otherwise  be  liable. 

.43.  If  any  offence  relating  to  water  supply  is  ?0;nt 
committed  under  this  Act,  on  any  premises 
connected  with  the  water  works  of  the  Board,  the 
owner,  the  person  primarily  liable  for  the  payment  ofoccugers 
the  charges  for  water,  and  the  occupiers  of  the  said 
premises  shall  be  jointly  and  severally  liable  for  such  water  sup. 
offence.  S-y' 


44.  The  Board  shall  not  be  liable  to  any  penalty  Non-ikbuity 

or  damages  for  cutting  oS  the  supply  of  water  or  for  [ 

not  supplying  water  in  the  case  of  unusual  drought,  reducedPPy 
other  unavoidable  cause  or  accident,  or  the  necessity  ?f  *?ade 
for  relaying  or  repairing  pipes,  cases. 

45.  (1)  The  Board  may  place  and  maintain  con  - of  • 
duits  and  lines  of  mains  op  pipes,  over,  under,  along  conduit* 

or  across  any  immovable  property  whether  within  or1*31*3-®30* 
without  the  local  limits  of  the  Hyderabad  Metro- 
politan area  without  acquiring  the  same  and  may  at 
any  time  for  the  purpose  of  examining,  repairing, 
altering  or  removing  any  conduits  or  lines  of  main  or 
pipes,  enter  on  any  property,  over,  under,  along  or 
across  which  the  conduits  or  lines  of  mains  or  pipes 
have  been  placed  : 

Provided  that  the  Board  shall  not  acquire  any  right 
other  than  a right  of  user  in  the  property  over,  under, 
along  or  across  which  any  conduit  or  line  of  mains  or 
pipes  is  placed. 

(2)  In  the  .exerc;se  of  the  powers . conferred 
upon  the  Board  by  this  section,  the  Board  shall  cause 
as  little  damage  and  inconvenience  as  may  be  possible, 
and  shall  make  compensation  for  any  damages  or 
inconvenience  caused  by  it 
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46.  (1)  If  it  appears  to  the  Board  that  the  only 
technically  feasible  alternative  means  of  water  supply 
to . any  premises  is  by  placing  or  carrying  any  pipe 
over,  under,  along  or  across  the  immovable  property 
of  another  person,  it  may,  by  order  in  writing,  authori- 
se the  owner  of  the  premises  to  place  or  carry  such  r 

pipe,  over,  under,  along  or  across  such  immovable 
property  : 

Provided  that  before  making  any  such  order  the  / 

Board  shall  give  to  the  owner  of  the  immovable  pro- 
perty a reasonable  opportunity  of  showing  cause 
within  such  time  as  may  be  prescribed  by  regulations  as 
to  why  the  order  should  not  be  made: 

Provided  further* that  the  owner  of  the  premises 
shall  not  acquire  any  right  other  than,  a right  of  user 
in  the  property  over,  under,  along  or  across  which 
any  such  prpe  is  placed  or  carried. 

(2)  Upon,  making  of  an  order  under  sub  - 
section (1),  the  owner  of  the  premises  may,  after 
giving  reasonable  notice  of  his  intention  so  to  do, 
enter  upon  the  immovable  property  with  the  assis- 
tants and  the  workmen  ai.any  lime  between  sunrise 
and  sunset  for  the  purpose  of  placing  a pipe  over, 
under,  along  or  across  such  immovable  property  or 
for  the  purpose  of  repairing  the  same. 

(3)  In  placing  or  carrying  a pipe  under  this 
section,  as  little  damage  as  possible  shall  be  done 
to  the  immovable  property  and  the  owner  of  the 
premises  shall— *- 

(a)  cause  the  pipe  to  be  placed  or  carried 
with  the  least  practicable  delay  ; 

(b)  fill  in,  reinstate  and  make  good  at  his 
own  cost  and  with  the  least  practicable  delay,  any 
land  opened,  broken  up  or  removed  for  the  purpose 
of  placing  or  carrying  such  pipe  ; and 
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^ (c)  pay  compeasatioa  to  the  owner  of  the 

immovable  property  and  tto  any  other  person  who 
susta'ns  damage  by  reason  of  the  placing  or  carrying 
of  such  pipe. 

(4)  If  the  owner  of  the  immovable  property 
over,  under,  along  or  across  which,  a pipe  has  been 
placed  or  carried  under  this  section  while  such  immo- 
vable property  was  not  built  upon,  desires  to  erect 
any  building  on  such  property,  the  Board  shall,  by 
notice  in  writing,  require  the  owner  of  the  premises 
to  close,  remove  or  divert  the  .pipe  in  such  manner  as 
shall  be  approved  by  him  and  to  fill  in,  reinstate  and 
make  good  the  immovable  property  as  if  the  pipe  has 
not  been  placed  or  carried  over,  under,  along  or  across 
the  same: 

Provided  that  no  such  requisition  shall  be  'made 
unless  in  the  opinion  of  the  Board- it  is  necessary  or 
expedient  for  the  construction  of  the  proposed  build- 
ing or  the  safe  enjoyment  thereof  that  the  pipe  should 
be  closed,  removed  or  diverted. 

47.  (1)  When  under  the  provisions  of  this  Chapter  Powcr  l(>  ■ 
any  person  may  be  required  or  is  liable  to  execute  any  enoeutework 
work,  the  Board  may  in  accordance  with  the  provisions 
of  this  Act  and  of  any  rule  or  regulation  made'perso&iia- 
in  this  behalf,  cause  such  work  to  be  executed  after ble' 
giving  such  person  an  opportunity  of  executing  the 
same  within  such  time  as  may  be  specified  by  it  for  this 
purpose. 

(2)  The  expenses  incurred  or  likely  to  be  incurred 
by  the  Board  in  the  execution  of  any  such  work  shall 
be  payable  by  the  said  person  and  the  expenses  incur- 
red by  the  Board  in  connection  with  the  maintenance 
of  such  work  shall  be  payable  by  the  person  or  persons 
enjoying  the  amenities  and  conveniences  rendered 
possible  by  such  work. 

J.  1998/11 
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(3)  The  expenses  referred  to  in  sub-section  (2^ 
shall  be  recoverable  from  the  person  or  persons  liable 
therefor  as  an  arrear  of  water  rate  payable  under  this 
Act. 

48.  (1)  No  person  other  ' than  an  Engineer  or  a 
plumber  licenced  by  the  Board  or  an  Officer  authorised 
by  the  Board  in  this  behalf  shall  issue  a certificate  for 
the  execution  of  internal  water  supply  connections  of  a 
premises. 

(2)  No  water  supply  connection  shall  be  given 
to  the  owner  or  occupier  of  a premises  unless  the 
internal  water  supply  connection  of  such  premises 
have  been  duly  executed  in  accordance  with  the  standard 
specifications  prescribed  under  this  Act: 

Provided  that,  such  certificate  shall  not  be  necessary 
in  respect  of  trivial  nature  of  work  as  provided  by 
the  regulations  or  as  the  case  may.  be  the  bye-laws 
made  in  this  behalf, 

(3)  The  Board  may  make  regulations  for  compli- 
ance by  the  licenced  Engineers  or  Plumbers  and  a 
copy  of  all  such  regulations  shall  be  attached  to  every 
licence  granted  to  Engineer  or  a Plumber  by  the 
Board. 

(4)  The  Board  may,  from  time  to  time,  prescribe 

the  eiataes  to  be  licenced  Engineer  or  the 

Plumber. 

(5)  If  asypeoen  c&SHWence  the -provisions  of 
this  section,  his  licence  6hall  be  suspended  or  cancelled 
in  addition  to  the  prosecution  under  ibis  Act. 


Work  to  bo 
done  by 
licenced 
Engineer  or 
plumber* 


49.  f l)  No  person  shall  — 

Aria,' 

(а)  wilfully  obstruct  any  person  acting  under 

the  authority  of  the  Board  in  setting  out  the  lines  of 
any  works  or  pull,  or  remove  any  pillar  post  or  stake 
fixed  in  the  ground  for  the  purpose  of  setting  out  the 
lines  of  such  work  or  deface  or  destroy  any  works 
made  for  the  same  purpose;  oi  ' 

(б)  wilfully  or  negligently  break,  injure,  turn 
on,  open,  close,  shut  off  or  otherwise  interfere  with 
any  lock,  cock,  valve,  pipe,  meter  or  other  works  or 
apparatus  belonging  to  the  Board  ; or 

(c)  unlawfully  obstruct  the  flow  off  or  flush,- 
draw  off  or  divert,  or  take,  water  From  any  water  works 
belonging  to  the  Board  or  any  water  course  by  which 
any  such  water  is  supplied  ; or 

(d)  obstruct  any  officer  or  other  employee, 
of  the  Board  in  the  discharge  of  his  duties  under  this 
chapter  or  refuse  or  wilfully  neglect  to  furnish  bim 
with  the  means  necessary  for  the  making  of  any  entry, 
inspection,  examination  or  inquiry  thereunder  in 
relation  to  any  water  work  ; or 
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works,  or  do  any  other  act  whereby  the  ler  ; any 
water  works  is  fouled  or  likely  to  be  fouled. 

(2)  Nothing  in  clause  fb)  of  sub-section  (1) 
shall  apply  to  a consumer  closing  the  stop-cock  fixed 
on  the  service  pipe  supplying  water  to  his  premises 
so  long  as  he  has  obtained  the  consent  of  any  other 
consumer  whose  supply  will  be  affected  thereby. 

Regulations  50.  (1)  The  Board  may,  with  the  previous 
wLrsup-  approval  of  the  Government,  make  regulations  to 
ply'  carry  out  the'  purposes  of  this  chapter. 

(2")  In  particular  and  without  prejudice  to  the 
generality  of  the  foregoing  provision,  such  regula- 
tions may  provide  for, — 

(a)  the  power  of  the  Board, — 

(0  to  stop  the  supply  of  water,  whethei 
for  domestic  purpose  or  not  or  for  gratuitous  use  ; 
and 


(//)  to  prohibit  the  sale  and  use  of  water 
for  the  purpose  of  business  ; 

(6)  the  power  of  the  .'Board  to  take  charge 
of  private  connections  ; 

(c)  die  prohibition  of  fraudulent  and  un- 
authorised use  of  water  and  the  prohibition  of  tamper- 
ing with  meters  ; 
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(d)  the  licensing  of  plumbers  and  fitters,  and 
for  comp  ilsory  employment  of  licenced  plumbers 
and  fitters  the  terms  and  conditions  of  such  licences 
and  the  suspension  or  cancellation  thereof. 

(3)  In  making  any  regulation  under  this 
section  the  Board  may  provide  that  a breach  there' 
of  shall  be  punishable  with  fine  which  may  extend 
to  one  thousand  rupees  and  in  . case  of  continuing 
breach  with  the  additional  fine  which  may  extend  to 
one  hundered  rupees  for  every  day  during  which  the 
breach  continues  after  the  receipt  of  a notice  from 
the  Board  to  discontinue  such  breach. 


51.  Subject  to  the  provisions  of  the  rules  and  Bye-iaws. 
regulations,  the  Board  may,  after , previous  publication  wa^  sup- 
make  bye-laws  to  provide  for  — ply' 


(a)  the  connection  of  water  supply  pipes 
for  conveying  to  any  premises  a supply  of  water 
from  water  works  of  the  Board  ; 

(b)  the  making  and  renewing  of  connect- 
ions with  such  water  works.  ; 

(c)  the  power  of  the  Board  to  alter  the 
position  of  connections  ; 

(d)  the  equitable  distribution  of  water 
supplied  to  occupiers  ; 

(e)  the  size,  material,  quality,  description 
and  position  of  the  pipes  and  fittings  to  be  used  for 
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ibe  purpose  or  any  ccnneciioa  with  or  any  comm  uni. 
cation  from  any  water  works  of  the  Board  and  the 
stamping  of  pipes  and  fittings  and  fees  for  such 
stamping  ; 

(f)  the  size,  material,  quality  and  descrip. 
tioa  of  pipes,  cisterns  and  fitting;  which  are  found 
on  .an  examination  under  thr  provisions  or  this 
Act,  to  be  so  directive  that  they  cannot  be  effec- 
tively repaired  ; 

(g)  the  provision  and  maintenance  or  meters 
when  water  is  supplied  by  measurement  ; 

(h)  the  maintenance  or  pipe  cisterns  and 
other  water  works ; 

. 52.  Who  ever.— 

(a)  contravenes  any  or  the  provisions  of 
this  Act,  mentioned  in  the  first  column  of  the 
Second  Schedule;  or 

tb)  fails  to  comply  with  any  order  or  direc- 
tion lawfully  given  to  him  or  any  requisition  law- 
fully made  upon  him  under  any  of  the  said  provi- 
sions. shall  be  an  offence  punishable — 

(i)  in  the  case  of  the  first  offence  with 
jfye  which  may  extend  to  the  amount  specified  in 
tbit  behalf  in  the  third  column  of  the  said  Schedule 
or  with  simple' imprisonment  for  a term  which  may 
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extend  to  one  month  or  with  both  and  in  the  case 
of  second  or  subsequent  offence  with  fine  which 
shall  not  be  less  than  one  thousand  rupees  but 
which  may  extend  to  two  thousand  rupees  Or 
with  simple  imprisonment  for  a term  which  shall 
not  be  less  than  one  month  but  which  may  extend 
to  two  months  or  with  both  ; 

(ii)  in  the  case  of  a continuing  contra- 
vention or  failure,  with  daily  fine  which  may  extend 
to  the  amount  specified  in  the  fourth  column  of  that 
Schedule  for  every  day  during  which  such  contra- 
vention or  failure  continues  after  conviction. 


CHAPTER  V ' 

Sewerage  and  Sewage  Treatment  Works 


53.  (1)  On  and  from  the  date  of  commence-  vesting oi 
ment  of  this  chapter,  all  public  sewers  and  other  andsevrago . 
sewers  and  sewerage  disposal  works  and  other 
sewerage  works,  materials  and  things  appertaining 
thereto  within  or  outside  the  Hyderabad  Metropolis 
tan  area,  shall  vest  in  the  Board,  and  -be  subject  to 
its  control. 

(2)  All  the  public  and  other  sewers  which  ar© 
vested  in  the  Board  are  hereafter,  in  this  Act 
referred  to  as  Board  sewers. 
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(3)  .For  the  purposes  of  enlarging,  deepen- 
ing or  otherwise  repairing  or  maintaining,  any  such 
sewer  or  sewerage  disposal  work,  so  much  of  the 
subsoil  appertaining  thereto  as  ''  may  be  necessary 
for  the  said  purposes  shall  be  deemed  to  vest  jn 
the  Board. 

(4)  All  sewers  and  ventilation-shafts,  pipes 
and  all  appliances  and  fittings  connected  with  the 
sewerage  works  constructed,  erected  or  set-u  p 
whether— 


(a)  before  or  after  the  commencement  of 
this  Act  ; and 

(£>)  for  the  use  of  the  owner  or  occupiei  of 
such  premises  or  not, 

shall  vest  in  the  Board. 

(5)  AH  sewerage  house  connections,  including 
those  of  owners  or  occupiers  of  domestic,  commercial, 
industrial,  trade  or  business  whether  within  or  with- 
out the  premises  to  which  they  belong,  with  the 
Board  sewers  shall  be  under  the  control  of  the  Board, 
but  shall  be  altered,  repaired  and  kept  in  proper, 
order  at  the  expense  of  the  owner  or  occupier  to 
which  they  belong  or  for  the. use  of  which  they  were 
constructed  .and  in  conformity  with  the  regulations 
made  in  that  behalf. 

54.  Save  as  otherwise  provided  in  the  Water 
(.Prevention  and  Control  of  Pollution)  Act  1974, 
relating  to  discharge  and  disposal  of  industrial  efflu- 
ents and- other  objectionable  effluents,  no  peison  shall 
throw,  empty,  or  turn  into  any  Board  sewers,  referred 
to  in  section  53,— 


(a)  any  matter  likely  to  damage  or  interfere 
with  the  free  mi'ntenanc:  or  cxecut'on  or  other w'se 
to  effect  preju  lic'nlly  the  progress  of  work  ; or 

Iff)  any  roof  water  pipe  ; or 

(e)  any  chemical,  refuse  or  waste  water  or 
steam  or  any  other  industrial  effluent  from  any  type 
of  industry,  trade  and  business  which  may  cause 
danger  or  nuisance  or  may  be  prejudicial  (o'  the 
health  ; or 

(d)  any  dangerous  petroleum  or  petroleum 
products. 


Explanation  : In  this  section,  the  expression  cwni  Act 
“dangerous  petroleum'’ has  the  same  meaning  as  wofuw. 
assigned  to  it  in  the  Petroleum  Act,  1934. 

53.  Every  occupier  of  both  domestic  and  non-  am**  to. 
domestic  premises  snail  pay  to  the  Board  at  the  raic^J0” 
not  exceeding  thirty  five  percent  of  the  bill  charg-  *sw#ru* 
ing  for  the  water  consumed  or  at  such  rate  as  may  be  “,s' 
prescribed,  by  rules,  to  defray  the  capital  cost  of 
sewer ng : and  sewage  treatment  works  undertaken  by 
the  Board  and  the  operation  and  maintenance  of  the 
sewerage  system  from  time  to  time  : 

Provided  that  no  such  charges  shall  be  levied  in 
any  premises  situated  in  the  areas  which  arc  not  ser- 
ved by  the  sewerage  system  of  the  Board. 

36.  (1)  Notwithstanding  anything  contained  inptnsnohr 
the  Hyderabad  Municipal  Colorations  Act.  1955,  “* 

the  Andhra  Pradesh  Municipalities  Act.  1965  or  any  Lrcitmwi 
other  law  for  the  time  being  in  force  the  Board  - 
may  lay  sewer  or  construct  sewerage  treatment  work  i9». 
where  within  or  without  the  local  limits  of  the  Hyder-  a*  comw 
abad  Municipal  area 
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(а)  in  aDy  street  or  any  land  vested  in  the 
Government  the  Corporation  or  any  other  local 
authority  or  any  Government  Company  or  Corpora- 
tion owned  or  controlled  by  the  Government; 

(б)  with  the  consent  of  owner  or  occupier  of 
any  land,  not  forming  a part  of  street,  in,  over,  or  on 
that  land  and  may  from  time  to  time,  inspect,  repair 
or  alter  or  renew  or  may  at  any  tim;  remove  any 
sewer  or  sewerage  treatment  works,  were  laid  under 
this  Act  or  other- wise  : 

Provided  that  where  a consent  required  for  the. 
purpose  of  this  sub-section  is  with-held  the  Board 
may  after  giving  the  owner  or  occupier  of  the  land  a 
written  notice  of  its  intention  so  as  to  lay  such  works 
in,  over  or  on  that  land  even  without  such  consent. 

(2)  Where  the  Board  in  exercise  of  the  power 
under  this  section,  lays  a sewer  or  construct  a sewer- 
age treatment  works  in-  over  or  on  any  land  not  form- 
ing part  of  a street  or  land  referred  to  in  clause  (a)  of 
sub-section  (1)  or  inspects,  repairs,  alters,  renews  or 
removes  such  works  so  laid  in,  over  or  on  any  such 
land,  it  shall  pay  compensation  to- every  person  inter- 
ested in  that  land  for  any  damage  ‘done  to  or  injurious 
affect  of  that  land,  by  the  reason  of  such  works 
inspection,  repairs,  alters,  renewal  or  removal  there  of 1 

57.  (i)  The  Board  may,  in  any  street  or  any  land 
referred  to  in  clause  (a)  of  sub-section  (1)  of  section 
56.  where  within  or  without  the  local  iimits  of  the 
Hyderabad  Meliopolitan  area,  lay  such  service  pipes  for 
the  sewage- and  sewerage  treatment  works,  with  such 
other  fittings  as  it  may  deem  necessary  for  carrying 
of  sewerage  and  disposal  of  sewage  and  may  from 
time  to  time,  inspect,  repair,  alter  or  renew  and  may 
at  any  time  remove  any  service  pipe  laid  in  such  street . 
or  land,  laid  liDdcr  this  Act  or  other-wise. 
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(2)  Where  ihe  service  pipe  has  been  lawfully 
laid  in,  over  or  on  the  land  not  forming  pari  of  street 
or  land  referred  to  in  sub-scction  (1),  such 
officers  as  the  Board  may  authorise  from  lime  to  time 
enter  upon  that  land  and  inspect,  repair/ al'.cr,  renew 
or  remove  the  pipe  or  lay  a new  pipe  in  substitution 
[hereof,  but  shail  pay  compensation  for  any  dama- 
ges done  in  the  course  of  such  action. 

58.  fl)  Subject  to  such  conditions  as  may  be 
prescribed  by  regulations  made  in  this  behalf, 
owner  or  occupier  of  any  premises  having  a private  kso  Bowd 
drain,  or  the  owner  of  any  private  drain  within  the”"' 
Hyderabad  Metropolitan  area  shall  apply  to  the 
Board  and  obtain  sanction  to  have  his  drain  made 
to  communicate  with  the  Board  sewers  and  thereby 
discharge  foul  water  and  sullage  water  from  the 
premises  of  private  drain  ; 

Provided  that  nothing  in  this  sub-section  shall 
entitle  any  person  to  dischaige  directly  or  indirectly 
into  any  Board  sewer, — 

(3)  any  effluent  from  any  trade,  business  or 
industrial  premises  except  in  accordance  with  the 
regulations  made  in  this  behalf  ; or 


(l>)  any  liquid  or  other  matter  the  dischaige  of 
■which  into  Board  sewers  is  prohibited  by  or  under 
his  Act  or  any  other  law. 
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(2)  Any  person  desirous  pf  connecting  his 
private  drain,  with  the  . Board  sewer  under 
sub-section  (1)  shall  give  to  the  Board 
notice  of  his  proposals,  and  at  any  time  within 
one  month  after  receipt  thereof,  the  Board  may  by 
notice  to  h;n.  refuse  to  permit  the  communication 
to  be  made,  if  it  appears  to  it  that  the  mode  of  cons- 
truction or  condition  of  the  sewer  is  such  that  the 
making  of  the  communication  would  be  prejudicial 
to  the  sewerage  system  and  for  the  purpose  of  exa- 
mining the  mode  of  construction  and  condition  of 
the  sewer  it  may,  if  necessary,  require  it  to  be  laid 
open  for  inspection. 

(3)  The  Board  may,  if  it  thinks  fit,  construct 
such  part  of  the  work  necessary  for  connecting  a 
private  drain  with  a Board  sewer  as  is  in  or  under  a 
public  street  and  in  such  a case,  the  expenses  incurred 
by  the  Board  shall  be  paid  by  the  owner  or  occupier 
of  the  premises,  or  as  the  case  may  be  the  owner  of 
the  private  drain  and  shall  be  recoverable  from  the 
owner  or  occupier  as  an  arrear  of  water  rate  payable 
under  this  Act. 

59.  (1)  Where  any  premises  are,  in  the  opinion 
of  the  Board,  without  sufficient  means  of  effectual 
drainage  and  a Board  sewer  or  some  place  approved 
by  the  Board  for  the  discharge  of  filth  and  other 
polluted  and  obnoxious  matter  is  situated  at  a dis- 
tance of  not  exceeding  thirty-five  meters  from  any 
part  of  the  said  premises,  it  may,  by  written  notices, 
require  the  owner  of  the  said  premises 

(а)  to  make  a drain  emptying  into  such 
Board  sewer  or  place  ; 

(б)  to  construct  a closed  cesspool  or  soskage 
pit  and  fittings  as  may  appear  to  the  Board  necessary 
for  the  purpose  of  gathering  and  receiving  the  filth 
and  other  polluted  and  obnoxious  matter  from  and 
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conveying  rtie  same  off,  the  said  premises  and  of 
effectually  flushing  such  drain  and  every  fixture 
connected  therewith  ; . 

(c)  to  refnove  any  existing  drain  or  other 
appliances  or  things  used  or  intended  to  be  used  for 
sewerage  work  ; 

(rf)  to  provide  a closed  drain  in  substitution  . 
of  open  .drain  or  to  provide  such  other  appliance  or 
thing  either  newly  or  iD  substitution  of  any  existing 
appliance  or  thing  or  to  provide  both  a closed  drain 
and  such  other  appliance  or  thing  in  substitution  cf 
the  existing  open  drain  and  other  applianoe  or  tbing 
which  is  or  is  likely  to  be  injurious  to  health  ", 

(e)  to  provide  and  set  up  all  such  appliances 
and  fittings  as  may  appear  to  the  Board  to  be  neces- 
sary for  the  purpose  of  gathering  and  receiving  the 
waste  water  from  floors  and  gaUoriet  of  buildings 
when  they  are  washed,  and  conveying  the  same 
through  spouts  by  downtake  pipes  as  to  prevent  such 
waste  water  fror.  discharging  directly-  on  streets  or 
inside  any  lower  portion  of  the  premises ; 

(f)  to  carry  out  any  work  to  improve  or  re- 
model an  existing  drain  which  is  inadequate,  insuffi- 
cient oi  faulty. 

(2)  Where  in  any  case  not  provided  for  in  sub- 
section (I)  any  premises  are,  in  the  opinion  of  the 
Board,  without  sufficient  means  of  effectual  drainage, 
it  may,  by  written  notice,  require  the  owner  of  the 
premises; 


laj  to  construe!  a drain  upto  a point  to  be 
prescribed  in  such  notic.  but  not  at  a distance  of  more 
than  thirtj-five  mcteis  lr>m  any  part  of  the  premises; 
or 
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(b)  to  construct  a closed  cessnool,  or  soakage 
pit  and  drain  o.r  drains  emptying  into  such  cesspool 
or  soakage  pit. 

(3)  Any  requisition  for  the  construction  of  any 
drain  under  sub-section  (2)  may  contain  any  of  the 
details  specified  in  sub-section  (1), 

60.  (,1)  In  areas  in  which  Board  sewers  are  provi- 
ded, it  shall  not  be  lawful  to  erect  or  to  re-erect  any 
premises  or  to  occupy  any  such  premises  unless, — 

la)  a sewer  be  constructed  of  such  size,  mater- 
ials and  descriptions,  at  such  Level  and  with  such  fail 
as  shall  appear  to  the  Board  to  be  necessary  for  the 
effectual  sewerage  of  such  premises, 

fb)  there  have  been  provided  and  set  upon 
such  premises  such  appliances  and  fittings  as  may 
appear  to  the  Board  to  be  necessary  for  the  purpose 
of  gathering  or  receiving  the  filth  and  any  other  pollu 
ted  and  obnoxious  matter  from  and  conveying  the 
same  off,  tlie  said  premises  and  of  effectually  flushing 
the  drain  of  the  said  premises,  and  every  fixture  conn- 
ected therewith. 

12)  Hie  sewer  so  constructed  shall  empty  into  a 
Board  sewer. 

13)  The  provisions  of  this  section  shall  be  appli- 

cable to  premises  any  part  of  which  is  situated  wtiliih 
a distance  of  thirty-five  meters,  from  sewer. 
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6!.  (1)  If  il  appears  to  the  Board  that  any  group 
or  block  of  premises  may  be  drained  more  economi- 
cally or  advantageously  .in  combination  than  separa- 
tely and  a Board  sewer  of  sufficient  size  already  exists 
or  is,  about  to  be  constructed  within  thirty-five  me- 
ters of  any  part  of  that  group  or  block  of  premises, 
the  Board  may  cause  .that  group  or  block  of  premises 
to  be  drained  by  a combined  operation. 

(2)  The  expenses  incurred  in  carrying  out  any 
work  under  sub-section  (I)  in  respect  of  any  group 
or  block  of  premises  shall  be  paid  by  the  owners  of 
such  premises  in  such  proportion  as  the  Board  may 
determine  and  shall  be  recoverable  from  them  as  an 
arrear  of  water  rate  payable  under  this  Act. 

(3)  Not  . less  than  fifteen  days  before  any  such 
work  is  commenced,  the  Board  shall  give  to  each 
such  owner — 

(a)  a written  notice  of  the  nature  of  the  pro- 
posed work  ; and 

(b)  an  estimate  of  the  expenses  to  be  incurred 
in  respect  thereof  and  of  the  proportion  of  such  ex- 
penses payable  by  him. 


Power  lo 
drain  group 
or  block  rM 
p^cnittc*  toy 
combined 
optrnikms 


164 

(4)  The  Board  may  require  the  owner*  of  such 
group  or  block  of  premises  to  maintain  tbe  work 
executed  under  this  section. 

62.  Where  a sewer  connecting  any  premises  with 
SSw  a Board  sewer  is  sufficient  for  the  effectual  drainage  of 
such  premises  and  is  otherwise  unobjectionable  but 
wkw  is  not,  in  the  opinion  of  the  Board  adopted  to  the  gene* 
bcprtiio  raj  system  of  sewerage  in  the  Hyderabad  Metropolitan 
area,  it  may,  by  written  notice  addressed  to  *!i;  ov  n;r 
or  occupier  of  the  premises  direct, — 

(a)  that  such  sewer  be  cloicd,  discontinued  or 
destroyed  and  that  any  wo.k  necessary  for  that 
purpose  be  done;  or 

(b)  that  such  sewer  shall,  from  such  date 
as  may  be  specified  in  the  notice,  be  used  for  filth 
and  polluted  water  only  or  for  rain  water  and  un- 
polluted lub-ioil  water  only  ; 

Provided  that— 

(i)  no  sewer  may  be  closed,  discontinued  or 
destroyed  by  the  Board  under  clnise  (a)  except  on 
condition  of  its  providing  another  drain  equally 
effectual  for  the  drainage  of  the  premises  except  rain 
water  and  communicating  with  any  Board  sewer 
which  it  thinks  fit;  and 

(ii)  the  expenses  of  the  construction  of  any 
drain  so  provided  by  the  Board  and  of  any  work 
done  under  clause  (a)  shall  be  borne  by  the  Board. 

Uieof  63.  (1)  Where  the  Board  cither  on  receipt  of  an 
application  from  the  owner  of  any  premises  or  other- 
ihin  ihc  wise,  is  of  the  opinion  that  the  only  technically  feasi- 
OTTwr'  ble  alternative  means  of  cffectual'drainagc  of  tha  pre^ 
•imses  into  a Board'Sewer  is  through  a drain  belonging 
to  another  person,  the  Board  may  by  notice  in  writing 


3. 55 

require  the  owner  of  such  drain  _ io  show  cause 
within  a period  specified  in  the-  uoTice  as  to  why  an 
order  under  ihis  section  should  not  be  made. 

(2)  Where  no  cause  is  shown  within  the  specified 
period  or  the  cause  shown  appears  to  the  Board  to 
he  invalid  or  insufidtei,  the  Board  may,  by  order  in 
writing,  either  authorise  the  owner  of  the  premises 
to  ure  the  drain  cv  dcckire  Itim  to  be  a joint  owner 
ihivreoi . 

(3)  An  order  made  under  sub-station  (2)  may 
contain  direction  as  to  : — 

00  the  payment  of  rent  or  compensation  by 
the  owner  of  the  premises; 

(b)  th;  construction  of  a drain  for  th.  pre- 
mises for  th"-.;  purpcec  of  connecting  it  with  the  afore- 
said drain  ; 

(c)  rhe  entry  upon  the  land  in  .which  the 
aforesaid  drrir.  is  situated  with  assistants  and  work- 
men at  all  reasonable  hours  for  inspection  ; 

(dt  the  respective  responsibilities  of  the  per. 
ties  for  maintaining,  . rep-tiring,  flushing,  ciest-i;;,.. 
and  emptying,  the  aforesaid  dr?.iu. 

£1  Whenever  it  is  provided  in  this  chapter  that s(.v,-.- 
sirm-  shall  or  may  be  taken  for  tin  ef.V.iiiid  draiurg,  iv;. 
of  any  promises,  it  shall  be  comptu-n:  to  the  Board 
tc  require  that  there  shall  be  one  drain  for  fikk  and 
poliuted  water  and  an.  entirely  distiuc-:  drain  lor  rain 
water  and  unpolluted  sub-soil  water  or  both  rain 
water  unpolluted  sub-soil  water  each  emptying  into 
separate  Board  sewer  or  Corporation  drain  or  other 
suitable  places. 

J.  199R/12 
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'oip^lsnror‘  65  ■ TJie  Board  may  cause  any  or  all  the  Board 

ujc  empiyiaK  sewers  To  empty  into,  and  all  sewage  to  be  disposed 
of  al  such  place  or  places  either  within  or  outside 
ciwaje.  Hyderabad  Metropolitan  area  or  in  any  place  in  the 
State  as  it  considers  suitable: 

Provided  that  no  placc’which  has  not  been  before 
the  commencement  of  this  chapter  used  for  any  of 
the  purposes  specified  in  this  section  shall,  after  such 
commencement,  be  used  therefor  without  the  appro- 
val of  the  Board: 

Provided  further  that  on  and  after  such  date  as 
may  be  appointed  by  the  Board  in  this  behalf,  no 
sewage  shall  be  discharged  into  any  water-course 
until  it  has  been  treated  in  such  manner  as  may  be 
prescribed  in  the  bye-laws  made  in  tin's  behalf. 


Councciion  06.  No  person  or  any  local  authority  as  the  case 
Karmay  be,  shall  for  any  purpose  whatsoever,  at  any  time 
i real  men  i make  or  cause  to  be  made  any  connection  or  com  mu  - 

, t™L-Sm°de  nication  with  the  sewerage  or  sewage  treatment  works 
wiiimui  referred  to  in  section  53  except  with  the  written  per- 
permissmn.  ^5^  0p  the  goarc]  or  an  officer  authorised  by  it 
in  this  behalf  and  subject  to  such  terms  and  condi- 
' lions  as  may  be  prescribed  therefor. 


Dull diu si  and  l 61.'  (1)  Without  prior  ■ written  permission  of  the 
sraisnot  Board  or  an  officer  authorised  in  this  behalf  no  private 
10 1>;  orand  street,  shall  be  constructed  and  no  building,  wall, 
teaSwrihc  fence  or  other  structure  shall  be  erected  over,  along, 
sevr'uiigc nnd  under,  or  across  the  sewerage  works  and  sewage  trent- 
S!S'  ment  works  belonging  to  the  Board. 

vested  with 

liifl  Board.  . _ . 

(2)  If  any  pnvate^street  be  constructed  or  any 
building,  wall,  fence  or  other  stricture  be  crrected  over 
the  works  mentioned  in  sub-section  fl)  without  the 
permission, . the  Board  may  remove  or  otherwise 
deal  with  the  same  as  it  deems  fit  and  the  expenses 


j 
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hereby' recurred  shall  be  paid  by  the  persons  contra- 
vening the  provisions  of  sub-section  (1)  and  recovera- 
ble in  the  same  manner  as  an  arrears  of  water  charges 
under  this  Act. 

(3)  The  provisions  of  this  section  shall  apply 
equally  to  the  Municipal  Corporation  of  Hyderabad 
or  the  other  local  authority  as  the  case  . may  be,  as 
they  apply  in  relation  to  any  other  person. 

68.  (1)  The  Board  may  place  or  maintain  or  con,- 
struct  sewage  lines  and  sewage  treatment  works  f5?e- property  for 
rred  to  in  section  53  over,  under,  along  or  across  any  **J*rase  0D<! 
immovable  property  whether  witKii.  or  without  vhe  ircaiment 
local  limits  of  the  Hyderabad  Metropolitan  arpa, worka' 
without  acquiring  the  same  and  may  at  any  time  for 
the  purpose  o)  examining,  repairing,  altering,  remo- 
del] ing  or  removing  any  sewerage  and.  sewage 
treatment  works  enter  on  any  property  over, 
under;  along  or  across  which  the  sewer  has  been  laid: 

Provided  that  the  Board  shall  aoL  acquire  any 
right  other  than  a right  of  user  in  the  property  over, 
under,  along  or  across  which  any  sewerage  or  sewage 
treatment  works  is  laid. 


(2)  In  the  exercise  of  the  powers  conferred 
upon  it  by  this  section,  the  Board  shall  cause  as  little 
damage  as  may  be  possible  and  shall  make 
compensation  for  any  damage  caused  by  it. 

69.  (1)  If  it  appears  tu  the  Hoard  that  during  power  of 
the  construction  the  only  technically  feasible  alter- 0WRC.r  of, 
native  means  oF  sewerage  ol  any  premises  is  by  laying  hy^wer 
any  sewer  over,  under,  along  or  across  the  immovable 
property  of  another  person,  the  Board  may,  by  order  oilier1 person, 
in  writing  authorise  the  owner  of  the  premises  to  lay 
or  carry  such  sewer  over,  under,  along  or  across  such 
immovable  properly  ; 


'•'■o/'O-A  b^fc»5  irs.khia  any  .*■  -sr-o~diTs 

the  /Jo 3rd  snaii  give  to  the  owner  cl'  cho  Tc.vmm v.ble 
pinpcn'o1  a opportunity  ci  sho\\*.uig  om1)«r: 

vritbr*  ^:  ;b  uty.c  as  may  be  prescribed  by  rayvhii'bns 
made  th;"  bvh.d/  as  to  why  the  orfv/  should  nor 
i.*o  - V'W^  I 


Provided  fv-.'-ther  thm  the  owuer  of  the  prrmiws 
pli;i'd  no'  acquire  any  right  other  ihau  a ivglc  of 
in  She  property  over,  under,  along  or  aero**  which, 
<my  :>«ch  work  or  line  Is  laid. 


(2)  Upon  the  making  of  an  order  under  sub- 
vyciitM  (!)  uh;  owrer  of  the  premises  msy.  :^\a  gi- 
ving reasonable -notice  of  his  intention  so  to  do.  erder 
upon  the  Iim;:o\\ib7c  property  with  assistm:^  and 
workmen  ai  nay  time  beivv-ea  sunris'  and  sunset 
for  rbe  purpose,  of  laying  a ssw or  over,  under,  rdong 
01  across  ^ch  immovable  property  er  for  the  yurpo^ : 
ui  iv-  aiiJ.ig  the  same. 


(3)  In  laying  r sewer  under  this  cecboii  as  little 
dm aage  as  possible  shall  be  dour  to  the  immovably 
piopeily  and  the  cwvner  of  the  premises  shad  ~ 

w (a)  cause  the  sewer  to  be  laid  with  icast 
procurable  delay  ; 


(b)  nil  in,  reinstate  and  make 
own  cost  ana  v kb  ‘he  leas1  pracruvbi 
land  opened,  broken  r,p  or  rwno.vd  for 
of  laying  such  sewer;  and 


good  :d  b-s 
^ hi.  In'-’ , mw 
*.h:  ‘-'OS^ 


(o)  pay  compensation  to  live  owner  cf  the 
immovable  property  and  to  any  other  person  wh0 
sustains  damage  by  reason  of  ihe  laving  of  such  sewef 

(4)  If  the  owner  of  the  immovable  property 
over,  under,  along  or  across  which  a sewer  has  been 
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laid  unde!  i Iiis  s :c;  i o:i  whilst  such,  immovaole 
properly  was  no!  built  upon,  desires  to  w -w.:i  : 
I.Kiil’ding  o;i  suck  property,  ilii;  Board  "hr:!!,  V;  ncf:o' 
in  writing  require  1 ho  owner  of  ike  premises  to  clo.se, 
remove  or  divert  the  sewer,  in  such  manner  as  >h  dl 
be  approved  by  it  and  to  fill  :n,  :o  Urn  ate  and  make 
good,  the  immovable  properly  as  if  the  sewer  had  not 
been  laid  over,  under,  along  or  across  the  same: 


Provided  that  no  such  rcqiii:  ition  shall  be  made 
unless  in  ihe  opinion  of  the  Board  it  is  necessary  or 
expedient  for  the  construction  of  the  proposed  buil- 
ding or  the  safe  enjoyment  thereof  that  (he  sewer 
should  be  closed,  removed  or  diverted. 

70.  (1)  When  under  the  provisions  . of  this  !’;k^.  ^ 
Chapter  any  person  may  be  required  or  is  liableT'^jm.miis 
execute  any  work,  the  Board  may,  in  accord-'uv’  ■ ■i^rwii 
with  the  provisions  of  this  Act  and  of  any 
regulations  mads  in  this  behalf,  cause  such  work  to 
be  executed  after  giving  such  person  an  opportunity 
of  executing  the  same  within  such  time  as  may  lie 
specified  by  it  for  this  purpose. 

(3)  The  expenses  incurred  or  likely  to  be  incur- 
red by  the  Board  in  the  execution  of  any  such  work 
shall  be  payable  by  the  said  person  and  ihe  excuses 
incurred  by  the  Board  in  connection  with  the  main- 
tenance of  such  work  shall  be  payable  by  the  person 
or  persons  enjoying  such  amenities  and  conveniences 
rendered  possible  by  such  work. 


(3)  The  expenses  referred  to  in  sub-section  (?) 
shall  be  recoverable  from  the  person  or  persons  liable 
thereof  as  an  arrears  of  water  charges  payable  under 
tliis  Am. 


170 


hP^Vhaf'v  ?1.  f^or  the  purpose  of  ven  iladng  any  sewe:  af 
d,-  ro.'  ' cesspool,  whe.lier  vcs.ed  in  -he  Board  or  no  . # 1 lie 
n^0Ultl  niay,  in  accordance  wi  h 'he  regukrirms  made 
i n this  behaU,  oil,.  upon  any  premises  or  alii*  10  the 
mi- sick  any  building  or  <o  any  \Rie;  any  such  sh  if 
or  p’pc  ;k  may  appear  10  i;  lo  be  necessary. 

ri^icjnu  *-■  ^^ere  >l  Appears  10  the  Board  iha:  dicre 
arc  reasonable  grounds  lor  hj  jiving  iha-  a priva  c 
scwcr  OI  cesspool  is  in  such  condition  as  10  bepie- 
jcrTii-c.  judicial  in  heal.h  or  a nuisance  or  that  a priva  e <cwcr 
contmunicaiing  direc  ly  or  indi  reedy  \vr  h a Board 
sewer  is  lo  de lee  ive  as  .0  admii  sub-soil  water,  i m:iy 
examine  ns  coudi:ion  anti  for  iha:  purpose  miy  apply 
for  any  ies* : oa  her  limn  a W.  by  water  under  pressure, 
and  if  deems  it  necessary,  open  the  ground. 

(2)  If  ou  examination  1 lie  sewer  or  cesspool  is 
found  to  be  in  p.  -fcr,ev'  condition,  the  Board  shall,  as 
soon  as  possible,  rednsaUe  any  ground  jvhich  lias 
been  open  'd  by  it  and  make  good  the  damage  done 
bv  i-. 


WniL  »■.'  ta 

Licence  tl 
Lnj'ijcvr  or 
Kiml'tr. 


73.  ( I } No  person  o her  di:m  an.  Engineer  or  a 

Mu  ml 'ei  lie-meed  by  die  Hoard  or  an  Officer  authorised 
by  die  Hoard  in  dirs  behalf  shall  issue  a cerdlicax 
for  di:  exeeu  ion  of  the  work  under  Jiis  chapter  re- 
luting  to  m ermi  average  connections  of  a premises. 


(21  No  *0 weruge  cornice  ton  .shall  be  given  io 
Lue  owner  or  occupier  of  a premises  unless  ihe  i menial 
sew«.r,ige  connection  of  such  premises  has  been 
duly  executed  in  dejed.m ce  wnh  di:  standard  speci- 
lica'ions  prescribed  under  ihis  Aci  = 


Provided  that,  «ucli  certificate  shall  no.  be  nece- 
ssary in  respect  of  Vi. id  nature,  or  work  nsprovidcJ 
by  the  regulations  ur  as  the  case  may  be  iho  hye-laus 
made  in  this  bclmlf. 
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(3)  1 he  Board  may  make  rcgulu  ions  foi  com- 
pliance by  .he  licenced  imgineur.s  or  Plumbers  an J a 
copy  of  all  such  rcgidanoiu  slxzill  be  auaehcd  io  every 
licence  grunted  io  an  Engineer  or  a Plumber  by  Hie 
lioarJ. 

(4)  The  Board  may,  from  rime  to  lime,  pi  escribe 
l he  charges  io  be  paid  to  ihe  licenced  Engineer  of 
Plumber. 

(5)  If  any  person  con  ravenes  die  provisions  of 
this  section,  his  licence  shall  be  suspended  or  cancelled 
in  addition  ;o  Hie  prosecution  under  this  Act. 

74,  No  person  shall  — 

fa)  v, illulSy . obs  rue:  any  person  acting  under 
the  authority  of  Hie  board  in  selling  out  the  lines  of 
any  works  or  pulhip  or  remote  any  pillar,  post  or  shall 
ftKed  in  .he  ground  for  ih"  purpose  of  selling  out 
lines  of  such  work  ; 

(A)  wilfully  or  negligently  break,  injure,  lurn 
on,  repairs  : 

Id  wilfully  or  negligen  ly  break,  injufo,  him  on, 
Open,  close,  shu.  oil'  or  o.hcrwi.se  micrlere  vvuti  any 
lock,  cock,  valve,  pipe,  oi  oHier  svork  or  apparatus 
belonging  io  ihe  Board  : 

(ti)  unlaw  fully  ubsimei  Hie  flow  off  or  flush* 
draw  olF,  divert  or  lake  sewage  from  any  ^wage  work 
belongiug  io  ihe  Hoard;  or 

(c)  Obasaei  any  officer  or  mlier  employee  of 
ihe  Board  in  ihe  dischaigc  of  hi*  duties  under  ihis 
chapter  or  refuse  or  wi jull>  ncgieai  to  furnish  him 
wi;h  ihe  means  netc:>v:iy  lor  ihe  making  of  any 
entry,  inspee  ion,  cxaminj'ion  or  inquiry  thereunder 
in  relation  io  any  sewage  work. 


Prohibition 
of  iT'ruin 
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Ref.l.itinr*! 

rc 

U Art  31:. 


Cyc-l.m> 

re^urdinu 

iCWjfC. 


15.  (1)  The  Hoard  ma>\  wiiii  the  pievldus  app- 
roval of  ihc  GovcmnumJ,  make  regulations  u>  carry 
out  the  purposes  of  This  chapter. 

(2)  fn  making  any  regulation  under  this  section, 
ihe  Hoard  may  provide  ihai  a breach  thereof  shall  be 
punishable  with  fine  which  may  extend  to  one  thou- 
sand rupees  and  in  case  of  continuing  breach  with 
an  additional  fine  which  may  extend  to  hundred  rupees 
for  every  day  during  which  ihe  breach  eoutinucs  after 
receipt  of  a nonce  from  the  Board  to  discord inuc  such 
breach. 

76.  Subject  to  the  provisions  of  rules  and  regula 
lions,  ihe  Board  may,  after  previous  publication 
make  bye-laws  to  provide  for; 


in)  the  nature  of  works  in  respect  of  which  a 
ceriilicaic  from  a licenced  Engineer  or  Plumber  is 
necessary; 

(6)  the  regulation  or  prohibition  of  the  discharge 
or  deposit  of  offensive  or  obstructive  mailer,  polluted 
and  obnoxious  maivrs  into  sewers; 


u ) 1 lie  regulation*  in  any  manner  not  snccili 
tally  pi o sided  for  in  this  Act  of  ihe  construe 
lion,  alieniaiioiij  maim  c nance.  preservation,  cleaning 
and  repairs  of  sewers,  vent iliai ion  shafts*  pipes,  latrine 
pils,  soak  pits,  urinals,  cesspools  and  other  sewerage 
v\orks  ; 

Ul)  ihc  cleaning  of  sewers  ; 

(e)  the  prohib'lion  of  erection  of  building  struc- 
tures over  sewers  without  Ihe  permission  of  the  Board; 

if)  ihe  connection  of  private  drains  wiih  Board 
ewers  ; 


(’)  the  locution  and  construction  oV  cesspools  ; 
latrin.c  p’ts  and  sock  p:is  etc  ; 

f/:)  !Ji£  covering  and  vcnulr-hcn  of  cesspools, 
latrine  pits  and  soak  pits  etc.y 

(/)  the  period  or  periods  of  the  day  during  which 
trade  effluent:  may  be  discharged  from  any  trade 
premises  into  Beard  sewers  ; 

fj)  the  exclusion  from  trade  c-EXiuctit  of  alt  cor-- 
cicnsliig  matter  ; 

(A)  the  efimi  nation  from  trade  effluent.  before 
it  enters  a Board  sewer,  of  any  constituent  which  i;i 
the  opinion  of  the  Board  would,  either  nicas  or  in 
combination  with  any  matter  with  which  it  is  likely 
to  come  into  contact  while  passing  through  Board 
sewers,  injure  or  obstruct  those  sewers  cr  make  spe- 
cially difficult  or  expensive  the  treatment  or  disposal 
of  the  sewage  from  those  sewers  ; 

(/)  the  maximum  quantity  of  trade  effluent  which 
may,  without  any  consent  or  permission,  be  dis- 
charged from  any  trade  ^remises  into  Board  sewers 
on  any  one  day  and  the  higher  m:e  m which  trade 
effluent  may,  without  such.  consent  or  permission,  be 
discharged  from  au>  trade  premises  into  Board  sewers ; 

(m)  the  regulation  of  the  temperature  of  trade 
effluent  «u  the  lime  of  iis  discharge  into  Board  sewers 
and  the  securing  of  the  neutrality  of  trade  effluent 
(that  is  to  say,  that  it  is  neither  acidic  nor  alkaline)  at 
the  time  of  such  discharge  ; 

^/j)  the  provision  and  niiiin'cnancc  of  such  an 
inspection  chamber  or  manhole  as  will  enable  a per- 
son readily  to  take  at  any  time  samples  of  what  is 
passing  into  Board  sewers  from  fade  premises  ; and 
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Ud  die  provision  r.iui  inaiiiien.no:  of  sueii 
meters  may  be  required  \o  measure  the  volume  of 
any  trade  e 111  tie  in  being  d ^charged  from  any  trade 
premises  h;io  Hoard  sewers,  anti  the  testing  of  such 
me  l crs. 


77.  Whoever  — 

Ui)  contravenes  any  of  i lie  provisions  of  this 
An  niendoned  in  die  iir%i  column  of  the 
Third  schedule  ; 


(/’)  fails  to  comply  v\:ih  any  order  et  direction 
luvTL;ily  ‘aiven  to  linn  or  any  requid.ion  lawfully  made 
up  in  ivivi  under  any  of  t ho  said  provisions  : shall  be 
punishable  : 


(i)  in  the  case  oHirsi  offence  with  fin;  which 
nm  esicnd  to  ih;  amount*  sp billed  in  that 
behalf  in  ihe  lh:rd  column  of  the  said  Schedule  or 
with  s:mple  :riip:i^onmcm  for  a term  which  may 
c\UTid.io  one  mouih  or  wbh  bo  h urU  in  one  o1' 
six'onJ  or  subsequent  offence  wirh  fine  wliieh  shah 
noi  be  less  thin  one  tlnusanJ  nipxs  but  which 
ma>  e\lend  to  two  thousand  rupees  or  with  simple 
imprisonment  for  a lei  in  wbcih  stall  hoi  be  toss  than 
one  momEi  but  which  may  extend  to  six  month* 
or  with  both  ; 


< i is  in  the  case  of  continuing  contraven- 
tion of  failure  with  a daily  fine  which  mi;  extend  io 
the  amount  specified  in  the  fourth  column  of  the 
,sa:d  Schedule  fur  every  day  dudng  which  such 
tornravent  ;on  or  failure  coni  in  ties  after  conuc 

don  for  the  firM  such  contravention  or  failure. 
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CHAPTER  vr 


Ml^l.I.LANTOUS. 


78,  m The  Hoard  sin  11.  before  such  dale  ani 
ill  such  form  a',  may  be  pro^c.-ibeil  by  rulc^  submit 
to  the  Government  an  anmid  renor  upon  such 
mailers  asina\  be  so  prefer  ibed,  anil  ih_'  Govern mem 
shall  cause  suili  report  to  be  published  in  ill: 
Andhra  Pradesh  Garotte. 

(2)  Without  prejudice  to  the  provisions  of 
sub-Ncaron  (fj  i lw  Board  "h.df.  as  soon  as  in  tv  he 
after  ihc  end  oT  c:iji  fjrunci.il  \cart  prepare  and 
submit  to  the  G^vrcnnuni  in  such  form  as  miy  he 
prescribed  by  regulation’,  a report  giving  an  account 
of  its  activities  during  the  previous  financial  \car 
and  the  report  bihall  also  give  an  account  of  the 
activities,  it  any,  which  are  likcl)  to  be  undertaken 
b>  ihc  Board  in  the  nevt  financial  year  ; and  the 
Government  shill  cau>e  every  such,  report  to  Ire 
bid  before  the  LegisblAe  Assembly  or  the  Slate  as 
ioon  as  may  be  after  it  is  received  by  the  Govern- 
ment'. 


(3)  TIu  Board  shall  furnish  to  mo  Govern- 
ment at  such  times  and  in  such  form  and  manner  as 
the  Government  may  direct,  such  statistics  and 
rtiurns.  and  such  particulars  in  regard  lo  any  pro- 
posed or  exist  bg  scheme,  as  the  Government  imy. 
from  lime  to  lime  requite. 


79.  'fOThs  Government  may,  by  ncHificalion 
fbake  rules  for  carrying  oui  all  or  any  oT  the  pur- 
poses of  this  Acl 


A intlal 
rc.vfit,  111* 
iiiilri  a'lJ 
nSiuoi- 


Ptfwcf  lo 
unite  rule 


Powf^  of 

Board  to 
make 

regulations 


ITS 

(2)  Airy  mic  in?dc  under  ibis  Ac1 

may  be  made  with  retrospective  effect  my.’  when 
such  a rule  is  made,  the  reasons  for  so  lurking  the 
rule  shall  be  specified  in  a statement  to  be  laid  before 
the  Legislative  Assembly  of  the  State. . 

(3)  Every  rule  made  under  this  Act, 

shall  immediately  after  it  is  .made,  be  laid  before 
the  Legislative  Assembly  of  the  State  if  it  is  in  session 
and  if.  it  is  not  in  session,  in  the  session  urmiediatc-ly 
following,  for  a total  period  of  fourteen  days  which 
may  be  comprised  in  one  session  or  in  two  succes- 
sive sessions, . and  if  before  the  expiration  of  the 
session  in  which  it  is  so  laid  or  the  session  immedi- 
ately.' following  the  Legislative  Assembly  agrees  in 
making  any  modification  in  the  rule  or  in  the  annul- 
ment of  the  rule.,  the  rule  shall,  from  the  date  on 
which  the  modification  or  annulment  is  notified, 
have  effect  only  in  such  modified  form  or  shall  stand 
annulled  as  the  case  may  be,  so  however,  drat  any 
such  modification  or  annulment  shall  be  without 
prejudice  to  the  validity  of  anything  previously 
done  under  that  rule. 

80.  The  Board  'may,  with  the  previous  app- 
roval of  the  Govenment,  make  regulations,  not  in- 
consistent with  this  Act  and  the  rules  made 
thereunder,  to  provide  for  all  or  any  of  the  follow- 
ing matters,  namely 

(a)  the  administration  of  the  funds  and 
other  property  of  the  Board  and  the  mn  intone  nee 
of  its  accounts  ; 

(b)  the  'summoning  and  holding  of  meetings 
of  the  Board  and  the  times  and  places  at  which  such 
meetings  shall  be  held,  and  the  conduct  of  business 
thereat  and  the  number  of  Directors  necessary  to 
constitute  a quorum  ; 
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(c)  i he  duties  of  oilicers  and  employees  of 
ihc  board,  ami  (heir  salaries,  allowances  anti  other 
conditions  of  service  ; 

* 

(t!)  the  Cue  which  may  be  imposed  for  the 
breach  of  any  byc-Iaw,  which  may  extend  to  one 
iliousnid  rupees,  and  in  case  of  continuing  breach 
'vi ib  i he  additional  line  which  may  extend  to  one 
Jr-mdiiJ  rupees  for  every  day,  during  ■ which  [he 
v bxach  continue;  after  receipt  of  r notice  from  inc- 

Ecard  to  discontinue  the  breach  ; 

fe)  the  procedure  to  be  followed  by  'the 
Board  ii:  inviting,  considering  mid  accepting  tenders: 


(f)  any  c:l-.cr  matter  arising  our  o:  the 
Hoard’s  functions  under  this  Act,  in  winch  ii 
is  necessary  or  expedient  to  make  regulations. 

It  I.  (I)  in  the  eschar;;  ■ o;  : I ; fu  actions,  ‘.hr  n'r-ctio:.'  y 
Bf-ard  shall  t>v  guided  by  such,  directions 'on  rriesiicns  cw^r^r.i 
of  policy  as  may  be  given  to  it  by  the  Government  : 

Provided  t!  a!  such  direction  su'd1  be  “given 
after  consultation  with  the  board. 

(2)  fn  th:  case  of  any  difference  of  opinion 
as  to  what  is  a q nest  ion  of  policy  the  decision  there- 
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that  a Licence  cr  ‘ a written  pe>  mission  may  be  r'';rn:,^ior' 
granted  for  any  purpose,  such  licence  or  written 
permission  shall  be  signed  by  the  Public  Health 
Engineer  or  by  the  dfficer  empowered  to  grant  the 
same  under  this  Act  or  the  rules  or  regulations 
made  thereunder  and  shall  specify  in  addition  to 
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oay  other  matter  required  to  be  specified  under  any 
other  provisions  or  ibis  Act  or  any  provision  of 
any  rule  made  thereunder  — 

(a)  the  date  of  grant  thereof  ; 

(b)  :hc  purpose  and  (he  period,  if  any*  for 
which  it  is  granted  ; 

(c)  restrictions  or  conditions,  if  any  subject 
to  which  it  is  granted  ; 

(d)  the  name  and  the  address  of  the  person 
to  whom  it  is  granted  : and 

(e)  the  fee.  if  any  paid  for  the  licence  or 
written  pemyssion. 

(2)  lixctpl  a*i  otherwise  provided  in  this 
Art  or  any  rule  or  regulation  made  thereunder, 
for  every  such  licence  or  written  permission,  a fee 
iiiaj  be  c'mrvee  ct  such  rai^  as  may.  fronvfinie  to 
time,  be  fped  by  the  itoard  and  such  fees  dal  I \h 
payable  by  the  person  to  whom  the  licence  or  written 
permission  is  granted, 


(3)  Save  as  otherwise  provided  ni  this 
let  or  any  rule  or  regulation  made  thereunder 
dny  licence  or  written  permission  granted  under 
, his  Act  or  any  rule  or  regulation  made  thcer 
under  may  at  any  lime  be  suspended  or  revoked  b 
th;  Board  or  by  the  Officer  by  whom  it  w^s  granted 
if  it  or  he  is  smisfied  that  it  has  been  secured  by  the 
grtutec  through  nii^rcnrMCQtatiou  or  fraud  or  if 
any  of  its  restriction?  or  conditions,  has  been 
infringed  err  svadod  by  the  grants  or  if  the  firanteti 
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has  convicted  for  the  contravention  of  any  of  he 

f provisions  of  I hi.'  Act  or  any  rules  or  regu- 
lations made  theieunder  relating  to  any  morer  for 
which  the  licence  or  permission  has  been  granted  : 

Provided  lint 

(a)  before  making  any  order  of  suspension 
or  revocation,  reasonable  opportunity  shall  be 
afforded  to  the  grantee  of  the  licence  or  the  written 
permission  to  snow  cause  why  it  should  not  be 
suspended  or  revoked; 

(h)  ov-.ry  such  order  shall  contain  a brier 
s'a'cmar  of  he  reasons  for  The  suspension  or  revo- 
cation of  the  licence  or  the  writ  cn  permission. 

(4)  When  any  such  licence  or  written  permission 
is  suspended  or  revoked,  or  when  ihe  period  for  which 
the  same  was  granted  has  expired,  the  grantee  shall, 
for  all  purpose^  of  ihis  Act  or  any  rule  mauc 
ilk-rounder  be  deemed  o be  without  a licence  or 
wnten  permission  until  such  Mine  as  the  order  sus- 
pending or  revoking  the  licence  or  written  permission 
ts  rescinded  or  until  the  licence  or  written  permission 
renewed. 

(5)  Every  grantee  of  any  licence  or  wri::en 
permission  under  this  Act  shall  at  all  reasons b'e, 
limes,  while  such  licence  or  written  permission  remains 
in  force,  if  so  required  by  \he  Board  or  the  authorky 
by  whom  it  was  granted,  produce  such  licence  or 
wriken  permission. 

&3,  The  Chief  Engineer,  the  Public  Heal'h  En- 
gineer  or  any  ollicer  an  horised  by  -he  Board  in 
behalf  or  empowered  in  .his  behalf  by  or  under  the 
provisions  of  this  Act  may  cirer  irvo  or  upon 
any  bind  or  building  with  or  without  assistetus  and 
workmen  — 
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(a)  for  the  purpose  cf  ascertaining  whether 
there  i?  or  has  been  or  in  connection  wwh  ihc  laud 
or  building  any  couuaveiuion  of  ihe  provisions  of 
tills  Act  or  any  rule  or  regulation  mads  thereunder; 

(b)  for  the  purpose  j?  ascertaining  whether  or 
not  circumstances  exisL  which  would  aiffiiorise  or  require 
the  Ecxrd  or  any  cficev  authorised  cr  empowered 
in  d/ie  behalf  to  mho  am  ion  or  ^xeaite  any  \yo id:  under 
this  Aei  or  any  nils  or  regulation  made  ihercundr/: 

(c)  for  the  purpose  of  -daking  any  acl'cn  or 
executing  any  work  authorised  or  required  ly  inis 
Act  or  any  rule  or  regulation  made  niercuncei, 

(d)  to  m r.Iix-  any  inquiry,  inspection, 

me  ^uremenh  valuation  or  survey  authorised  or  requi- 
red' by  or  undei  dais  Act,  or  necessary  foi  die  pic;  r 
administration  of  this  Aoi: 

(c)  generally  for  the  purpose  ci  efficient  ri's- 
chnrge  cf  the  functioning  by  any  officer  o:  die 
urnicr  ti sis  Acl  or  any  rule  or  regumrion  made  dimcumler. 


34.  (i)  The  Chief  Engineer.  Iwiblic  Health  Enzu-^u 
or. any  officer  authorised  in  this  behalf  by  or  lines:’  \..Vj 
provision  of  this  Act,  may  cuter  on  any 
within  fiflccn  mcicrs  ol  any  work  authorised  by  or  imric. 
Ibis  Acl  with  or  without  assistants  and  workmen 
for  the  purpose  of  depositing  diereon  any  soil,  gr.\ch 
sionc,  or  other  materials  or  lor  obtaining  access  to  such 
work  or  for  any  other  purposes  connected  wiffi  the 
execution  of  the  scum. 

(2)  The  person  so  authorised  snail,  before  enter- 
ing on  any  such  land,  slate  ihe  purpose  thereof  and 
shall,  if  so  required  by  the  owner  or  occupier  thereof, 
fence  off  so  much  of  the  land  as  may  be  required  by  the 
owner  or  occupier  thereof,  for  such  purpose. 
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(.3)  iiic  person  : uni;  prised  shall,  in  exercising 

any  power  conferred  bj-  this  section,  do  as  little  damage 
as  may  be  and  compensation  shall  be  payable  by  the 
Board  in  tcoordar-ec  with  the  regulations  made  in  this 
behalf  to  ;he  owi  -:•*  or  occupier  e-f  such  land  or  to  both 
for  any  such  da;  .t^e,  whether  permanent  or  tempo- 


l:'  x I ) It  shall  be  Ip/rfui  for  the  Chief  Engineer,  Br^ws1^ 

■0;*;  P . -!ic  Health  Engines,  or  any  officer  authorised 
in  this  r-chaif  by  the  ard,  or  empowered  in  this 
behalf  by  je  under  sry  provision  of  this  Act,  to 
make  any  entry  into  any  place-,  and  h open  or  cause  . 
to  be  opened  any  door,  gate  cr  otrur  barrier — 


(a)  if  he  ennsiders  the  cL  thereof  necessary 
for  the  purpose  s,f  ^ech  entry;  sttd 

(b)  if  the  Cr/ner  or  occupier  ir  absent  or  being 
present  refuses  to  open  such  door,  gate,  or  barrier. 

(2)  Before  making  any  entry  into  any  such 
..tee  or  r.peivng  or  causing  to  be  opend  any  such  door, 
; ate  or  other  barrier,  the  Chief  Engineer,  the  Public 
Health  Engineer,  or  the  person  authorised  or  empowered 
in  ill  is  behalf,  shall  call  upon  two  or  more  respectable 
inhabitants  of  the  locality  in  which  the  place  to  be 
entered  into  is  situated,  to  witness  the  entry  or  opening 
and  o_y  issue  an  order  in  writing  to  them  or  any  of 
them  so  to  do. 


(3)  A report  shall  be  made  to  the  Board  as  soon 
as  may  be  after  any  entry  has  been  made  into  any 
place  or  any  door,  gate  or  other  barrier  has  been 
opened  under  this  section. 

S6.  Save  as  otherwise  provided  in  this  Act  Tim:  of 
or  any  regulation  made  thereunder,  no  entry  authorised 
by  or  under  this  Act  shall  be  made  except  between 
the  hours  cf  sunrise  and  sunset. 
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ordinnrit  io  87.  Save  as  otherwise  provided  in  this  Act 
obtained,  or  any  regulation  made  thereunder,  no  entry  upon  or 
into  any  land  or  building  shall  be  made  without  - the 
consent  of  the  occupier,  or  17  there  is  no  occupier,  of 
the  owner  thereof  and  no  such  entry  shall  be  made 
without  giving  the  said  owner  or  occupier,  as  the  case 
may  be,  not  less  than  iw/nty-foui  hours'  written  notice 
of  the  intention  to  make  such- entry. 

Regard  10  be  88.  When  any  place  use.!  ns  a human  dwelling  is 
orreSgiouj11  entered  under  this  Act,  due  regard  shall  be  paid 
usages  to  the  social  and  religious  customs  and  usages  of  the 
occupants  of  the  place  entered,  and  no  apartment  in. 
the  actual  occupancy  of  a female  shall  be  entered  or 
break  open  until  she  has  been  informed  that  she  is  at 
liberty  to  withdraw  and  every  reasonable  facility  has 
been  afforded  to  her  for  withdrawing. 


Prohibition 
oF  obsrtuo- 
uon  or 
molestation 
in  cjwcu'lon 
of  work 


89.  No  person  shall  obstruct  .or  molest  any  person 
authorised  or  empowered  by  or  under  this  Act 
in  the  execution  of  his  duty  or  ot  anything  which  he  is 
authorised  or  empowered  or  required  to  do  by  virtue 
of  or  inconsequence  of  any  of  the  provisions  of  this 
Act  ot  any:  rule  or  regulation  made  thereupder. 


Notice,  etc,,  go.  Where  any  notice,  bill,  order  or  requisition 
able  iiSS!on"  issued  or  made  under  this  Act  or  any  ■'  rule  or 
regulation  made  thereunder,  requires  anything  to  be 
done  for  the  doing  of  which  no  time  is  fixed  in.  this 
Act  or  the  rule  or  the  regulation  made  there- 
under, the  notice,  bill,  order  or  the  rule  or  the  regulation 
made  thereunder,  the  notice,  bill,  order  or  requisition 
shall  specify  a reasonable  time  for  doing  the  same. 

signature  on  91.  (1)  Every  licence,  written  permission,  notice, 
maybe"'”  bill,  summons  or  other  document 'which  is  required  by 
Mam p< d.  . this  Act  or  any  rule  or  regulation  made,  there- 
under to  bear  the  signature  of  die  Public  Health  Engi- 
neer or  of  any  officer  authorised  or  empowered  to  do 
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so  shall  be  deemed  to  be  pioperly  signed  if  it  bears  a 
facsimile  of  the  signature  of  any  such  officer  stamped 
thereupon. 

(2)  Nothing  in  sub-section  (1)  shall  be  deemed 
, to  apply  to  a cheque  or  any  negotiable  instrument. 

92.  (1)  All  notices,  bills,  summons  and  other  docu-  noa«%°e. 
meats  required  by  this  Act  or  any  regulation 
made  thereunder  to  be/served  upon,  or  issued  to,  any 
* person,  shall  be  served  or  issued  by  such  persons  as 
may  be  authorised  by  the  Board. 

(2)  Every  notice,  bill,  summon,  order  requisition 
or  other  document  required  or  authorised  by  this  Act 
or  any  rule  or  regulation  made  thereunder  to  be 
served  or  issued  on  any  person  shall,  .save  as  otherwise 
provided  in  this  Act  'or  such  rule  or  regulation, 
be  deemed  to  be  duly  served — 

• (a)  where  the  person  to  be  served  is  a company 

if  the  document  is  addressed  to  the  Secretary  of  the 
Company  at  its  registered  office  or  at  its  principal  office 
or  place  of  business  and  is  either — 

(i)  sent  by  registered  post,  or 
(iij  deliver  at  the  registered  office  or  at  the 
principal  office'  or  place  of  business  of  the  company; 

(b)  where  the  person  to  be  served  is  a partner- 
ship, if  the  document  is  addressed  to'  the  partnership  at 
its  principal  place  of  business,  identifying  it  by  the  name 
and  style  under  which  its  business  is  carried  on,  and  is 
either—  . 


(i)  sent  by  registered  post;  or 
. (ii)  delivered  at  the  said  place  of  business; 

(c)  where  the  person  to  be  served  is  a public 
body  or  a corporation,  Society  or.  other  body,  , if  the 
document  is  addressed  to  the  secretary,  treasurer  or 
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other  h-iPd  of  office  of  that  body,  corporation  or 
society  at  its  principal  Office,  and  is  either — 

(i)  sent  by  registered  post;  or 

(ii)  deliver  at  that  office; 

(d)  in  any  other  case,  if  the  document  is 
addressed  to  the  person  to  be  served  and — 

(i)  is  given  or  tendered  to  him; 

(ii)  if  such  person  cannot  be  found,  is 
affixed'  on  some  conspicuous  part  of  his  last  known 
place  of  residence  or  business  if  within  the  State  or  is 
given  or  tendered  to  some  adult  member  of  his  family 
or  is  affixed  on  some  conspicuous  part  of  the  land  or 
building,  if  any  to  which  it  relates;  or 

(iii)  is  sent  by  registered  post  to  that  person. 

(3)  Any  document  which  is  required  or  autho- 
rised to  be  served  on  the  owner  or  occupier  of  any  land 
nr  building  may  be  addressed  as,  'the  owner’  or  'the 
occupier  as  the  case  may  be,  of  that  land  or  building 
(identifying  that  land  or  building)  without  further  name 
of  description,  and  shall  be  deemed  to  be  duly  served — 

(a)  if  the  document  so  addressed  is  sent  or 
delivered  in  accordance  with  clause  (d)  of  sub-section 
(2);  or' 

- (b)  if  the  document  so  addressed  or  a copy 
thereof  so  addressed,  is  delivered  to  some  person  on 
the  land  or  building  or,  where  there  is  no  person  on 
the  land  or  building  to  whom  it  can  be  delivered,  is 
affixed  on  some  conspicuous  part  of  his  land  or 
building. 

(4)  Where  a document  is  served  on  a partnership 
in  accordance  with  -this  section,  the  document  shall  te 
deemed  fo  be  served  on  each  partner. 
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(J)  For 1 -e  purpose  of  enabling  any  document  to 
be  served  on  the  owner  of  any  premises,  the  Public 
Keal'i  Engineer  or  any  other  Officer  authorised  or 
empowered  to  do  so  may  by  notice  in  writing  require 
i he  occupier  of  the  premises  to  s ate  ;he  name  and 
address  of  the  owner  thereof. 

(6)  Where  the  person  on  whom  a document  is 
to  be  served  is  a minor,  the  service  upon  his  guardian 
or  afli<  adult  member  of  liis  family  shall  be  deemed  to 
be  served  up  on  The  minor. 

(7)  Nothing  in  section  91  and  in  this  srclion 
shall  apply  to  any  summons  issued  under  this  Act 
by  a court. 

(8)  A servant  is  not  a member  of  the  Family 
within  the  meaning  of  this  section. 

93.  Notwithstanding  anything  contained  in Semce of 
section  92  a bill  for  any  charges  or  a notice  of  demand  ehafsaor. 
may  be  served  by  sending  it  by  ordinary  post  with  a £fb 
prepaid  letter  under  a certificate  of  posting  addressed  ordinary  y 
to  the  appropriate  person  specified  in  section  92  at  p031- 

his  last  known  place  of  residence  or  business  and  in 
proving  the  service  of  every  bill  or  notice  so  sen*  it 
shall  be  sufficient  to  prove  that  the  letter  was  properly 
addressed  and  posted  under  a certificate  of  posting. 

94.  In  ffie  event  of  non  compliance  with  the  terms 

of  any  notice,  order  or  requisition  issued  to  any  person  oompiijnce* 
under  this  Act  or  any  rule  or  regulation  made ^ n01,c* 
thereunder,  requiring  such  person  to  execute  any  work 
or  to  do  any  ae+,  it  shall  be  lawful  for  the  authority  or 
officer  at  whose  instance  the  notice,  order  or  requisi- 
tion has  been  issued,  whether  or  not  the  person  in 
default  is  liable  to  punishment  for  such  default  or  has 
been  prosecuted  or  serTenccd  to  any  punishment  there- 
for after  giving  notice  in  writing  to  such  person,  to 
•take  such  action  or  such  s*eps  as  may  be  necessary  for 
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the  completion  of  the  act  or  the  work  required 
done  or  executed  by  such  person  and  all  the  expenses 
incurred  on  such  account  shall  be  payable  to  the  Board 
on  demand  and  if  not  paid  within  ten  days  after  such 
demand,  shall  be  recoverable  as  an  arrear  of  charges 
payable  under  this  Act. 

Liability  of  95.  (1)  If  any  notice,  order  or  requisition  has  been 
0CC1 “m  default  *ss-ue<*  to  any  person  in  respect  of  property  of  which 
Sfovracr.  he  is  the  owner,  the  authority  or  officer  at  whose 
instance  such  notice,  order  or  requisition  has  been 
issued,  may  require  the  occupier  of  such  properly  or 
of  any  part  thereof  payto  him.  instead  of  the  owner, 
any  rent  payable  by  him  in  respect  of  such  property, 
as  it  falls  due  upto  the  amount  recoverable  from  the 
owner  under  section  94 ; 

Provided  that  if  the  occupier  refuses  to  disclose 
the  correct  amount  of  the  rent  payable  by  him  or  the 
name  or  address  of  the  person  to  whom  it  is  payable, 
the  authority  or  officer  may  recover  from  the  occupier 
the  whole  amount  recoverable  under  section  94  as  an 
arrear  of  charges  payable  under  this  Act. 

• (2)  Any  amount  recovered  from  an  occupiei 
instead  of  from  an  owner  under  sub-section  (1),  shall, 
in  the  absence  of  any  contract  between  the  owner  and 
the  occupier  to  the  contrary,  be  deemed  to  have  been 
paid  to  the  owner. 

96.  Whenever  the  owner  of  any  land  or  building 
wSrkby e 0 fails  to  execute  any  work  which  be  is  required  to  exe- 
SrauUor1  cute  under  this  Act  or  any  rule  or  regulation  made 
Owner  and  thereunder,  the  occupier,  if  any,  of  such  land  or 
ed*du«“nof  building  may,  with  the  approval  of- the  Board,  execute, 
from'reni.  the  said  work  and  he  shall,  subject  to  any  contract 
' between  the  owner  and  occupier  to  the  contrary, . be 
entitled  to  recover  from  the  owner  the  reasonable 
expenses  incurred  by  him  in  the  execution  of  the  work 
and  may  deduct-  the  amount  thereof  from  the  rent 
payable  by  him  to  the  owner. 
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* 97.  (1)  Where  any  person,  by  reason  of  his  recei-  Reiierw 
ving  rent  of  immovable  property  as  a receiver,  agent 
or  trustee  or  of  his  being,  as  a receiver  agent  or- 
trustee,  the  person  who  would  receive  the  rent  if  the 
property  were  let  to  a tenant,  would  under  this 
Act  or  any  rule  or  regulation  made  thereunder,  be 
bound  to  discharge  any  obligation  imposed  on  the 
owner  of  the  property  for  the  discharge  of  which 
money  is  required,  he  shall  not  be  bound  to  discharge 
the  obligation  unless  he  has,  or  but  for  his  own  im- 
proper act  or  default  might  have  had,  funds  in  his 
hands  belonging  to  the  owner,  sufficient  for  the  pur- 
pose. 

(2)  The  burden  of  proving  any  fact  entitling  a 
receiver,  agent  or  trustee  to  relief  under  sub-seciion  (1) 
shall  lie  upon  him. 

(3)  Where  any  receiver,  agent  or  trustee  has 
claimed  and  established  his  right  to  relief  under  this 
section,  the  Board  may  by  notice  in  writing  require 
him,  to  apply  to  the  discharge  of  his  obligation  as 
aforesaid  the  first  moneys  which  may  come  to  bis 
hands  on  behalf  or  for  the  use  of  the  owner,  and  on 
failure,  to  comply  with  the  notice,  he  shall  bedeehied 
to  be  personally  liable  to  discharge  the  obligafion. 

98.  (1)  Any  person  who  has  been  convicted. of  an 
offence  against  this  Act  or  any  rule  or.  regulation s^iSqio’ tc 
made  thereunder  shall,  notwithstanding  any  punish-  {j^Scrs  for 
ment  to  which  he  may  have  been  sentenced  for  the  damage  °r 
said,  offence,  be  liable  to  pay  such  compensation  for®“^*iby 
any  damage  to  the  properly  of  the  Board  resulting 
from  the  said  offence  as  the  Board  may  consider 
reasonable. 

(2)  In  the  event  of  a dispute  regarding  the 
amount  of  compensation  payable  under  sub-section 
d)  such  amount  shall,  on  application  made  to  him  be 
determined  by  the  Magistrate  before  whom  the  said 
person  was  convicted  of  the  offence  ; and  on  non- 


188 


Mode  of 
recovery  of 
dues. 


genera] 

penally. 


OITciiceis  by 
companies. 


payment  of  the  amount  of  compensations  so  deter- 
mined the  same  shall  be  recovered  under  a warrant 
from  the  said  Magistrate  as  if  it  were  a fine  imposed 
by  him  oil  the  person  liable  therefor. 

99.  Any  sum  due  to  the  Board  on  account  of  any 
charge,  costs,  expenses,  fees,  rates  or  rcn.  or  on  any 
other  account  under  this  Ac.  or  any , rule,  regulation, 
bye-law  or  order  made  thereunder  may, . without  pre- 
judice to  any  other  mode  of  recovery  . be  recovered 
from  any  person  from  whom  such  sum  is  due — 

(a)  as  if  it  were  an  arrear  of  land  revenue  ; or 

(b)  on  application  to  any  Judicial  Magistrate, 
by  such  Magistrate  as  if  it  were  a fine  imposed  by  him. 

100.  Whenever  in  any  case  in  which  a penalty  is 
not  expressly  provided  by  this  Act,  fails  to  comply 
with  any  notice,  order  or  requisition  issued  under  any 
provision  of  this  Act  or  any  rule  or  regulation  or 
bye-law  or  otherwise  contravenes  any  of  the  provi- 
sions of  this  Act  or  any  rule  or  regulation,  or  bye-laws, 
shall  be  punishable  with  fine  which  may  extend  to  one 
thousand  rupees  and  in  the  case  of  a continuing  failure 
or  contravention  whh  an  additional  fine  which  may 
extend  to  one  hundred  rupees  for  every  day  during 
which  such  failure  or  contravention  con  inues  after 
conviction  for  the  first  such  failure  or  contravention. 

101.  (1)  Where  an  offence  under  this  Act  has 
been  committed  by  a company,  every  person  who 
at  the  time  the  offence  was  committed,  was  in-charge, 
of  and  was  responsible  to,  the  company  for  the  con- 
duct of  the  business  of  the  company,  as  well  as  Ihe 
company  shall  be  deemed  to  be  guilty  of  the  offence 
and  shall  be  liable  to  be  proceeded  against  and  puni- 
shed accordingly  : 
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j Provided  that  nothing  contained  in  this  sub-section 
shall  render  any  such  person  liable  to  any  punishment 
provided  in  this  Act  if  he  proves  that  the  offence 
was  committed  without  his  knowledge  or  that  he  exer- 
cised all  duediligence  to  prevent  the  commission  of 
such  offence . 

(2)  Isotwiihstandmg  any  thing  contained  in  sub* 
section  (1)>  where  offence  under  this  Act  has 
been  committed  by  a company  and  it  is  proved  that 
‘he  offence  has  been  committed  with  the  consent  or 
connivance  of  or  is  attributable  to  any  neglect  on  the 
part  of,  any  director,  manager,  secretary  or  other 
officer  of  the  Company  such  director,  manager,  secret- 
ary or  other  officer  shall  also  be  deemed  to  be  guilty 
of  that  offence  . and  shall  be  liable  to  be  proceeded 
against  and  punished  accordingly. 

Explanation: — For  the  purpose  of  this  section  : — 

(n)  ‘Company’  means  a body  corporate,  and 
include  a firm  or  other  association  or  individuals  ! 
and 


( b ) ‘director’  in  relation  to  a firm  means  a part- 
ner in  the  firm. 

102.  Save  as  otherwise  provided  in  this  Act,  PMSCClJlipMj 
no  Court  shall  proceed  with  the  trial  of  any  offence 

made  punishable  by  or  under  this  Act  or  any  rule 
or  regulation  except  on  the  complaint  of  or  upon 
information  received  from,  the  Public  Hea^tb 
Engineer  or  any  officer  authorised  by  the  Board  by 
a general  or  special  order  in  this  behalf. 

103.  (1)  The  Board  or  any  Officer  of  the  Board  Compound. 
authoris'd  by  it,  by  general  or  special  order  in  this  ins  or  ’ 
behalf,  may,  either  before  or  after  the  institution  of ofr=nce- 
the  proceedings,  compound  any  offence  made  punish- 
able by  or  under  this  Act,  in  such  menner  as  may  be 
prescribed  by  regulations.  , 
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Provided  that  no  offence  shall  be  compounded 
which  is  commuted  by  failure  to  comply  with  a notice, 
order  or  requisition  issued  by  or  on  behalf -of  the 
Board  unless  ana  un.ill  the  same  has  been  complied 
whh  so  far  as  such  compliance  is  possible. 

(2)  Where  an  offence  has  been  compounded, 
tbe  offender,  if  in  custody,  shall  be  discharged  and  no 
.further  proceedings  shall  be  taken  against  him  in  res- 
pect of  the  offence  so  compounded. 

AScrr  104-  (0  Chief  Engineer,  the  Public  Health 
0 eu  cr‘  Engineer,  or  any  officer  auhorised  in  this  behalf  by 
the  Board  or  any  police  officer  who  shall  be,  of,  or 
equal  to  or  higher  than  the  status  of  a sub-inspector 
of  police  may  arrest  any  person  who  commits  in  his 
view  any  offence  against  this  Act  or  against  any  rule 
or  regulation  made  thereurider,  if  : — 

(a)  the  name  and  address  of  such  person  be 
known  to  him  ; and 

(b)  such  person  on  demand  declines  to  give  his 
name  and  address  or  gives  a name  and  address  which 
sucta  officer  has  reason  to  believe  to  be  false. 

(2)  No  person  so  arrested  shall  be  detained  in 
custody  after  his  true  name  and  address  are  ascer- 
tained or,  without  tho  order  of  the  nearest  magistrate, 
for  a neriod  longer  than  twenty  four  hours  from  tho 
time  of  arrest  exclusive  of  the  time  necessary  for  the 
journey  from  the  place  of  arrest  to  1 he  court  of  such 
magistrate. 

Duties  of  105.-  It  shall  be  the  duty  of  all  police  officers  and 
p°J*“  employees  of  the  Corporation  or  any  Local  Authority 
empfoyccs  to  give  immediate  informa-  ion  to  the  Board  or  officers 
®rihc  of  the  Board  authorised  in  this  behalf,  of  the  commis- 

Drpomi  on.  sjQn  0f  ^6  attempt  to  commit,  any  offence  against 

this  Act  or  any  rule  or  regulation  made  thereunder 
and  to  assist  all  such  officers  in  the  exercise  of  their 
lawful  authority. 
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106.  No  notice,  order,  requisition,  licence,  per-  va!jdriy  of 
mission  in  writing  or  any  other  document  issued  un-IXTdwu- 
der  this  Act  or  any  rule  or  regulation  shall  be  invalia  mcn1s' 
merely  by  reason  of  any  defect  in  form  or  delan. 

107.  A copy  of  any  receipt,  application,  plan,  Admissibility 
notice,  order  or  other  document  or  of  any  entry  in  a of  documcr  t 
register  in  the  possession  of  the  Board  shall,  if  duly  asc^deace, 
certified  by  the  legal  keeper  thereof  or  other  person 
authorised  by  the  Board  in  this  behalf,  be  admissible 

in  evidence  of  the  existence  of  the  document  or  entry 
and  shall  be  admitted  as  evidence  of  the  matters  and 
transactions  therein  recorded  in  every  case  where,  and 
•to.  the  same  extent  to  which  original  document  or 
entry  would,  if  produced,  have  been  admissible  to 
prove  such  matters  and  transactions. 

108.  No  officer  or  employee  *of  the  Board  shall  Evidence  or 
in  any  legal  proceedings, to  which  the  Board  is  not  a Bo“dSOf 
party,  be  required  to  produce  any  register  or  docu- 
ment the  contents  of  which  can  be  proved  under  sec- 
tion 107  by  a certified  copy,  or  to  appear  as  a witness 

to  prove  any  matter  or  transaction  recorded  therein 
save  by  order  of  the  court  made  for  special  cause. 

109.  The  Board  may,  by  notification,  direct  that  Deic^iion 
any  power  conferred  or  any  duty  imposed  on  lhe  ’fp°wt‘rs- 
Public  Health  Engineer  by  or  under  this  Act  shall, 

in  such  circumstances  and  under  such  conditions, 
if  any,  as  may  be  specified  in  the  notification,  be  exer- 
cised or  performed  also  by  any  other  officer  or  emp- 
loyee of  the  Board  specified  in  the  notification. 

110.  (1)  The  Managing  Director  shall  be  the  Chiefcoo. 
Chief  Controlling  Authority  in  respect-  of  all  matters  iroUmg00’ 
relating  to  the  administration  of  this  Act  and  for  thatau,horily- 
purposo  may  exercise  all  powers  necessary  in  that  be- 
half, 


192 


Appeals. 


T/.viiion. 


* 5 civ^'lo>  .c 
Cll7pju}\V 
] y d-j  tin  - C'  _ 

ion  w!jh 

idp- 

r-y 

^t/crage 
uii  ic-rLv^iiiv 


(2)  The  Chief  Engineer  or  any  orhe:  officer  o. 
officers  notified  by  an  order  of  file  Managing  Director 
in  this  behalf  may  also  exercise  any  power  or  perform 
any  function  entrusted  to  him  by  such  notification. 

ill.  Any  person  aggrieved  by  any  decision  or  order 
of  the  Public  Health  Engineer  or  other  officer  under 
this  Act  or  any  rule  or  regulation  made  thereunder 
may.  within  a period  of  sixty  days  from  the  date  o„ 
service  of  such  decision  or  order,  appeal  to  the  auiho 
ri'fy  prescribed  by  the  regulation  and  subj^t  to  re" 
vision  by  tfe  Board,  the  orders  of  tfl”:*.  appallct© 
'autr.nriiy  oh  such  appeal  shat!  be  final 

112.  Tae  Board  may  call  fo~  the-  records  of  any 
proceeding?  of  any  officer  sub  udsnaie  to  ii  for  the 
pitifCji  of  satisfying  itself  as  to  '<'■<-  fcguiity  or  pro- 
priety of  any  order  or  proceeding  g;td  i/wy  pas"  such 
order  with  respect  filtrate  as  ii  ihffikr  f:h’ 


1)3.  :iV  Every  offiesr  and  other  ■■mpioyc-c  cmp»- 
ioysd  wirfi  iho  Hyderabad  MniPtpy'ila!"  \Va\f.:- 
Y/or.Vs  and  sewerage  and  sewaje  irea/ii.-e/it  worhs  a., 
the  case  maj  be,  shall  stand  :h-s referred  -:r.d  hoc  on:;; 

»,/;  officer  o;  other  emoiov; 


C i 3 OR/; 


■or.) 


..  designations  as  :ho  Board  may  detormme  and  shay. 
" hold  by  the  same  tenure^  at  I ho  .same  ;emu?ie/Mior. 
the  same  terms  av.sd  conditions  of  ser/i/e  appfiYiMo 
im  mediately  before  such  i/rmsfo;  and  shall  coni  hi  ur 
do  so  unless  and  uiuiif  such  ;e:?ur.;.  vemuncr/ fieri 
and  terms  ana  conditions  fes  duly  aho.sd  by  firo 
Board  " 


Provided  an>  service  ibridejofi  tr-  s./'-b  office; 
or  employee  before  such  transfer  shall  ho  decreed  to 
bo  service  yonders/i  under  vhe  Komi. 

( 2)  Every  officer  or  miffityca  of  :';o  Andhra 
Pradesh  Public  Health  and  Mun.oipi!  cr\  bio/icg 
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service  and  the  Andhra  Pradesh  Public  Health  and 
Municipal  Engineering  Subordinate  service  serving 
in  the  posts  not  below  the  rank  of  Assistant  Engineer 
in  the  Hyderabad  Metro  Water  Works  or  Sewerage 
and  Sewage  treatment  works  shall  continue  to  serve 
in  the  Hyderabad  Metro  Water  Works  or  Sewerage 
and  Sewage  treatment  works  under  the  same  terms 
and  conditions  applicable  to  them  in  their  parent 
Department  and  until  their  absorption  is  finally  deter- 
mined by  the  Board  in  accordance  with  the  rules  and 
regulations  made  for  this  purpose  under  this  Act; 

Provided  that  an  officer  or  employee  shall  be 
given  an  opportunity  to  opt  for  the  service  of  the 
Board  or  to  remain  in  the  service  of  his  parent  depart- 
ment. 


(3)  The  Board  may  employ  any  officer  or  other 
employee  transferred,  under  sub-section  Cl)  in  the 
discharge  of  su  ch  functions  under  this  Act,  as 
it  may  think  proper  and  every  such  officer  or  other 
employee  shall  discharge  those  functions  accordingly. 

114.  (1)  All  members,  officers  and  employees  Member*, 
of  the  Board  shall  be  deemed,  when  acting  or  purport- 
ing  to  act  in  pursuance  of  the  provisions  of  this  of  ihe  Board 
Act  or  any  rule  or  regulation  mads  thereunder, 
to  be  public  servants  within  the  meaning  of  section  Ccnirui  Act 
21  of  the  Indian  Penal  Code,  1860  and  the  Pre-  ^trli  Act 
vention  of  Corruption  Act,  1988.  for  the  time  being 49  °r,9M- 
in  force. 

(2)  The  words  ‘State  Government’  and  'Govern-  penti-ai  aci 
raent’  in  section  161  of  the  Indian  Penal  Code,  186045ofi860‘ 
shall  for  the  purposes  of  sub-section  (1)  be  deemed 
to  include  the  Board. 

115.  (1 ) No  suit  or  prosecution  shall  be  entertained  protection 
in  any  court  against  the  Board  or  against  any 
officer  or  employee  of  the  Board  or  against  any  person  raitb 
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acting  under  the  order  cr  direction  of  the  Boalil  or 
any  officeL  or  employee  of  the  Board  for  anything 
which  is  in  good  faith  done  or  intended  to  be  done 
under  this  Act  or  any  rule  or  .egulation,  made 
thereunder. 

(2)  No  suit, -prosed!' ion  or  other  legal  proceed- 
ings shall  lie  against  any  officer  or  employee  of  the 
Board  for  any  act  done  or  purporting  to  be  done 
under  this  Act  or  any  rule  or  regulation  made 
thereunder  without  the  previous  sanction  of  the  Board. 

sivcoof01*  116-  (1)  No  suit  shall  be  instituted  against  the 
a'jfu.0  .^oard-or  against  any  officer  or  employee  of  the  Board 
or  against  any  person  acting  under  the  order  or  direc- 
tion of  the  Board  or  any. officer  or  other  employee, 
in  respect  of  any  act  done,  or  purporting  to  have-  been 
done  in  pursuance  of  this  Act  or  any  . rule  or 
regulation  made  thereunder,  until  the  expiration  of 
two  months  after  notice  in  writing  has-been  left  at 
Lhe  office  of  the  Board,  and  in  the  case  of  such  officer, 
employee  or  person,  unless  notice  in  writing  has  also 
been  delivered  to  him  or  left  at  his  office  or  place  of 
residence,  and  unless  such  notice  states  explicitly 
the  cause  of  action,  the  nature,  of  the  relief  sought, 
the  amount  of  compensation  claimed,  and  the  name 
and  place  of  residence  of  the  in' ending  plaintiff,  and 
unless  the  plaint  contains  a statement  that  such  notice 
has  been  so  left  or  delivered. 

(2)  Nothing  in  sub-seclion  (1)  shall  be  deemed 
to  apply  to  a-  suit  in  which  the  only  relief  claimed 
is  as  an  injunction  of  - which  the  object  would  be 
defeated  by  giving  of  the  notice  or  the  postponement 
of  institution  of  the  suit. 

coniin'jMinn  in.  (l)  with  effect  from  the  date  of  which 
Chapter  IV  comes  into  force — 

rSafby*.  (a)  any  appointment,  notification,  order, 

hwietc.  scheme,  rule,  bye-law,  form  or  . notice  made  or  issued, 
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end  any  licence  «>r  p-rmis-  u'n  granted  immediately 
before  the  comm.nceitr.  n of  this  AC1  in  so  far 
. as  it  relates  to  the  water  supply  undertaking,  shall 
continue  in  force  and  be  deemed  to  have  been 
made,  issued  or  granted  under  the  provisions  of  this 
Act,  unless  and  until  it  is  superseded  by  any 
appointment,  notification,  cider,  *c!:cme,  rule,  regula- 
tion, form  or  notice  made  or  issued  or  any  licence  or 
permission  granted  unecr  the  provisions  of  this  Act; 


(b)  all  obligations  and  liabilities  incurred,  all 
contracts  entered  into,  all  matters  and  tilings  engaged 
to  be  done  immediately  before  the  ' commencement 
of  this  Act,  in  connection  wiili  the  water  supply 
undertaking  shall-  be  deemed  to  have  been  incurred, 
entered  into  or  engaged  to  be  done  by,  with,  or  for 
the  Board; 

(c)  all  property,  movable  and  immovable,  and 
all  interest  of  whatsoever  nature  and  kind  therein 
in  so  far  as  they  relate  to  the  water  supply  undertaking 
shall,  with  all  rights  of  whatsoever  description  used, 
enjoyed  or  possessed  immediately  before  the  com- 
mencement of  this  Act  in  respect  of  the  water 
supply  undertaking,  vest  in  the  Board; 

(d)  all  rates,  fees,  rents  and  other  sums  of 
money  due  in  connection  with  the  water  supply  under- 
taking shall  be  deemed  to  be  due  to  the  Board; 

(e)  all  ' suits,  prosecutions  and  other  legal 
proceedings  instituted  or  which  might  have  been  insti- 
tuted so  far  as  it  relates. to  the  water  supply  under- 
taking may  be  continued  or  be  instituted  by  or  against 
the  Board. 

(2)  With  effect  from  the  date  on  which  Chapter 
V comes "into  force — 
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(a)  any  appointment,  notification,  order, 
scheme,  rale,  bye-3  aw,  form  or  notice  made  or  issu.'l 
and  any  licence  or  permission  granted  imnieduiely 
before  the  commencement  of  this-  Act,  h.  to  i'ar 
as  it  relates  to  the  sewerage  and  sewage  b eatment 
works  referred  10  in  Chapter  V,  shall  cumin  a,*,  in 
force  and  be  deemed  to  have  been  made  i-ssaed  or 
granted  under  the  provisions  of  this  Act  unless 
and  until  it  is  superseded  by  any  appointment,  notifi- 
cation, order,  scheme,  rule,  regulation,  form  or  notice 
made  or  issued  or  any  licence  or  permission  granted 
und-jr  ihe  provisions  of  this  Act; 

‘ (b).  all  o!  .‘ligations  and  liabilities  incurred,  ail 
contracts  entered  into,  all  matters  and  tilings  engaged 
to  be  done  immediately  before  the  commencement  of 
this  Act,  in  connection  with  the  sewerage  and 
sewage  treatment  works  referred  to  in  Chapter  V, 
shall  be  deemed  to  have  been  incurred,  entered  intr 
or  engaged  to  be  done,  by,  with,  or -for  the  Board; 

(c)  all  property,  movable  and  immovable,  rjid 
all  interests  of  whatsoever  nature  and  kind  therein 
in  so  far  as  they  relate  to  the  sewerage  and  sewage 
treatment  works  referred  to  in  Chapter  V shall,  with 

-all  rights  of  whatsoever  description  used,  enjoyed  or 
possessed  by  immediately  before  the  commenced?®.! 
of  this  Act  in  respect  of  the  -sewerage  and  sewage 
treatment  works  referred  to  in  Chapter  V,  vest  in  the 
Board; 

(d)  ail  rates,  fees,  rents  and  other  sums  of  money 
due  in  connection  with  the  sewerage  and  sewage  treat* 
ment  works  referred  to  in  Chapter  V,  shall  be  (torsid 
to  be  due  to  the  Board; 

(e)  all  suits,  prosecutions  and  other  tega.1  pro- 
ceedings instituted  or  which  might  have  been  instituted 
in  so  Tar  as  it  relates  to  the  sewerage  and  sewage  treat- 
ment works  referred  to  in  Chapter  V may  be  continued 
or  be  instituted  by  or  against  the  Bowd. 
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118.  (1)  Notwithstanding  anything  contained  in  Power  of 
this  Act  °r  in  any  other  law  for  the  time  being  to^kc"*111 
in  force,  the  Government,  may,  by  order  published  in  ««ain  sup- 
the  Andhra  Pradesh  Gazette,  make  such  provisions 

as  appear  to  them  to  be  necessary  or  expedient; — 

(a)  for  bringing  the  provisions  of  this  Act 
into  effective  operation; 

(t>)  for  making  omissions  from,  additions  to  and 
adaptations  and  modifications  of  the  bye-laws,  notifi- 
cations and  orders  referred  to  in  clause  (a)  of  sub- 
section (2)  of  secdon  117  for  purposes  of  giving  effect 
to  the  provisions  of  this  Act; 

(c)  for  removing  difficulties  arising  in  connection 
with  the  transition  to  the  provisions  of  this  Act, 
including  difficulties  in  the  construing  of  reference  to 
the  Corporation  or  other  authorities  in  any  law; 

(d)  for  authorising  the  continued  carrying  on  for  the 
time  being  by  the  Board  of  services  and  activities  car- 
ried on  by  the  Corporation;  and  - 

(e)  so  far  as  it  appears  necessary  or  expedient  in 
connection  with  any  of  the  matters  aforesaid,  for  vary- 
ing the  powers  of  jurisdiction  of  any  authority  and 
empowering  other  authorities  to  exercise  such  jurisdic- 
tion as  may  be  specified  in  such  order. 

(2)  The  provisions  made  by  any  order  under 
sub-section  (1)  shall,  have  effect  as  if  enacted  in  this 
Act,  and  any  such  order  may  be  made  so  as  to 
be  retrospective  to  any  date  not  earlier  than-  the 
date  o'f  commencement  of  this  Act; 

Provided  that  no  person  shall  be  deemed  to 
be  guilty  of  an  offence  by  reason  of  . so  much  of  any 
such  order  as  makes  any  provisions  thereof  retrospective 
to  any  date  before  the  making  thereof. 

119.  All  things  done  or  action  taken  by  the  Chief  savings. 
Engineer,  Hyderabad  Metro  Water  Works  in  respect 
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of  water  works  vested  in  them  by  virtue  of  orders  of 
Government  issued  prior  to  the  date  of  commencement 
of  this  Act  and  by  the  Commissioner,  Municipal 
. Corporation  of  Hyderabad  in  respect  of  sewerage,  and 
sewage  treatment  works  vested  in  him,  shall  in.  so  far 
- as  they  are  not  inconsistent  with  the  provisions  thereof, 
be  deemed  to.  have  been  done  or  taken  by  the  Board 
• constituted  under  this  Act  and  all  assets  vested 
in  him  and  all  liabilities  subsisting  against  the  said 
Chief  Engineer  and  Municipal  Commissioner  shall  on 
such  commencement  devolve  on  the  Board  constituted 
. under  this  Act  “ ; 


120.  Sections  2,  3,  4;  5,  6 and  7 of  the  Hyderabad  Amaducai 
Metropolitan  Water  Supply  (Validation  of  Water  Rates 
and  Service  Charges)  Act,  1988  shall  be  omitted. 


First  ScheduLe 
(See  section  14) 


Description  of  assets. 


Number  of  years  of  period . 


A.  Land  Owned  under  full  title 

B,  Land  held  under  lease  . . 

(a)  for  investment  in  the  land 


.Infinite. 


(a)  for  investment  in  the  land  . . . , Tho  period  or  the  lease  or  the  period  remain ir 

unexpired  on  the  assignment  or  the  (case. 

(b)  for  cost  of  clearing- site  ..  ..The  period  of  the  lease  remaining  unexpired  as  < 

the  date  of  clearing  the  sit& 

Assets  purchased  new 

(a)  Building  and  civil  engineering  work  of 
permanent  character  not  mentioned  above  . 

<i)  Offices  ..  Fifty.  ■ 

(//)  Temporary  erections  such  as  ytoo den 

structures.  . . ...  . . Five. ' 

(//0  Roads  other  than  Katcha  Roads  . . One  hundred.  - 
(in)  Others  - . . . . . . . Fifty. 

(v)  Self-propelled  vehicles.  ..  .:.  Seven. 

(b)  (0  Office  furniture  and  fittings  .,  rTwcnty  . , . 

(/0  Office  equipment..  ...  ■ ..Ten  . . 


D.  Assets  purchased  second  hand  and  assets  not 
otherwise  provide  herein. 


Such  reasonable  period  as  the  Government  determine 
in  each  case  having  regard  ioihc  nature,  a go  and 
condition  of  tho  assets  at  tho  time  of  its  acquisition 
by  the  owner,  ' 
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Second  Schedule 
l See  section  52  ) 


Provision  of  (he  A cl. 

Subject 

M aximiim 
Fine  which 
may  be  im- J 
posed. 

Daily  Fine  . 
which  may 
beJmposCd. 

to 

. (2)  , 

(?) 

w 

Rs.  Pa. 

Rs*  Ps 

Section  19 

Trespassing  on  premises  connected  with  water 
supply. 

500.00 

100.00 

Section  21 

Failure  to  maintain  house  connections  in  confor- 
. mity  with  regulations. 

ZdO.QQ 

50.00 

Section  23 

sub-section  (3) 

Failure  to  comply  with  requisition  to  make  house 
connection. 

200.00 

10.00 

Section  25 

Use  for  non-domestic  purposes  of  water  supplied  , 
for  domestic  purpose.  ■ 

* 

1,000.00 

' 100.00 

Section  32 
sub-section  (2) 

Sucking  water  directly  or  indirectly  from  water 
main  or  service  pipes. 

1,000.00 

200.00 

Section  32 
sub- section  ( 3 ) 

Failure  to  provide  sump  and  electrical  pump  etc., 
to  pump  water  to  Lhc  top  most  storey. 

1,003,00 

50.00. 

Section  38 

Waste  or  misusfc  of  water 

200,00 

20. 0D 

200 


Section  39 


Refusal  of  Admittance 


200.00 


Section'  41 
“sub-section  ( 1 ) 


Laying  of  water  pipes  etc.,  in  a position  ^yliexe  the  200.00 
same  may  be  damaged  or  water  therein  polfu tea. 


Section  41 
sab-section  ( 2 ) 


Construction  of  latrines  etc.,  in  a position  where 
pipes  may  be  damaged  or  water  therein  polluted. 


Section  48 
sub-section  (4) 


Licenced  Engineer  or  plumber  not  to  demand  200.00 

more  than  llic  charges  prescribed. 


r Section  48 

sub-section  ( 3 ) 


Licenced  Engineer 'or  plumber  not  to  contravene  200.00 

regulations. 


Section  49, 


Prohibition  of  will  ful  or  neglectful  acts  relating  to  200 *00 

water  works.  . 


10  loo  I 
10.00  | 

100.00  1 


201 


iinpowii. 


whk  '■  ’ i' 

-rf- 


" 

(2) 

(31 

(4) 

. Re. 

Rs. 

Section  54 

Damap  to,  or  inlttftfeccQ  with  free  flow  of.  _ 
contrntc  of  Boerd  nmh  or  sowers,  communicate 

ing  with  Boorti  ecwctt. 

1,000.00 

100.00 

Section  57 

C Jtm^tloo  with  Boud  seven  without  written 
pcnmaloiL 

1,000.00 

50.00' 

Section  58 

'Pnv.ito  Ayln  ajot  to  bo  connected  with  Boaiti 
$Bwtr*witbmt9etifa* 

500.00 

50;  00 

Section  58 
subjection  ( 1 ) 

Bitcriwi  or  ooostniclion  of  buHdiops  or  private 
streets  over  (bo  Bciaid  sewerage  line  or  sewage 

Uv^?1 neat  works* 

750.00 

100.00 

Section  60 
1 rtib*iection  ( 4 ) 

Non-complianoe  with  requisition  tackwo,  remove 
or  divert  a pipe  or  dram- 

500.00 

20.0Q 
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Section  48,(4)  Licenced  engineer  or  plumber  not  to  demand  300.00 

read  with  sub-section  ( 4 ) of-  ' more  than  the  charge  prescribed. 

Section  73. 

Section  48  ( 3 ) Licenced  Engineer  or  plumber  not  to  contravene  300 . 00 

read  with  sob-section  ( 3 ) of.  regulations, 
section  73. 

Section*  49.  and  74  Prohibition  of  wilfill  or  negligentful  acts  relating  200.00 

to  sewerage  works. 
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THE  HYDERABAD  METROPOLITAN  HATER  SUPPLY 
SEWERAGE  (AMENDMENT)  ACT,  1997. 

ACT  No.  4 OF  1997 f 

[26th  March,  19977) 

AN  ACT  TO  AMEND  THE  HYDERABAD  METROPOLITAN 
WATER  SUPPLY  AND  SEWERAGE  ACT,  1989. 

Be  it  enacted  'by  the  Legislative 
Assembly  of  -the  State  of  Andhra  Pradesh 
in  the  Forty-eighth  Year  of  the  Republic 
of  India,  as  follows 

1.  (1)  This  Act  may  be  called  the  short  title 

Hyderabad  Metropolitan  Water  Supply  and  extent  and  - 
Sewerage  (Amendment)  Act,  1997.  commencement 


a*’ 


* Received  the  assent,  of  the  Governor  on  . * 25th  March, 
1997.  For  Statement  of  the  Objects  and  Reasons,  please  see  the 
A.P.  Gazette  Part  IV-A  Extraordinary  dated  Z9th  September, 
1997  at  P-5^ 
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(2)  It  shall  come. into  force  on  such 
date  as  the  Government  may,  by  notifica- 
tion appoint. 

Amendment  2 . In  the  Hyderabad  Metropolitan 
of  sec-  Water  ■ Supply  and  ‘ Sewerage  Act,  1989 
tion  14.  (hereinafter  referred  to  as  the  princi- 
Act  15'of'pal  Act.)  for  section  14,.  the  following 
1989.  shall  be  substituted,  namely 

"Depreciationl  14(1)  The  Board  shall 
Reserve * every  year  provide  out  of 

• 1 its  revenues,  deprecia- 

tion in  respect  of  ■ . each 
depreciable  asset  specified'  in  column(l) 
of  the  First  Schedule,  so  that  thej 
depreciation  provided  in  respect  of  such! 
asset  over  the.  period  specified  in: 
column  (2)  accumulates  to  ninety  percent 
of  the  origin'al  cost  of  acquisition  of 
the  asset,  either^-  . 

(ai  in  equal  annual  instalments  in 
respect  of  each -such  asset;  or  ' 

(b)  at  a fixed  annual  percentage  of  . 
the  original  cost  of  acquisition  during 
the  year . of  ' acquisition  and  of  the 
depreciated  value  of  the  asset  as  at  the 
end  pf  the  previous  financial  years 
during-  each  subsequent  yearv 

(2)  If  any  asset  is  sold>  discarded, 
demolished  or  destroyed  during  the  year/- 

(a)  the  excess,  i^,any,  of  the  written 
- down  value  of  such  as£et  over  its  sale 

proceeds  or  as  the  case  may  be  its  scrap 
value  shall  be' written  off; 

(b)  the  excess , if  any,  of  the  lower 
of  the  sale  proceeds  and  the  cost  of 
Requisition  over  the  written  down  value 
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of'  the  asset  shall  be  accounted  for  as 
income  during  such  financial  year;  and 

* (c)  the  excess,  if  any,  of  the'  sale 

proceeds  over  the  cost  of  acquisition  of 
the  asset  shall  be  credited  to  the 
capital  reserve  of  the  Board* . 

In  the  financial  year  in  which  the 
asset  is  sold,  discarded,  demolished  or 
destroyed.". 

3.  In  the  First  Schedule  to  the  Amendment 
principal  Act  for  item  !C'  and  the  of  First 
corresponding  entries  relating'  thereof  Schedule, 
the  following  ' shall  be  substituted, 
namely ; - 


Description  of  Assets  Numbef  of 

years  of 

period. 

"C, 

Assets  acquired  new 

(a) 

(i)  Buildings  and  civil 

Fifty 

construction  of  permanent 

nature  * . 

- 

( ii ) Temporary-  erections'  such 
as  wooden  structures . 

Five 

(iii)  Bridges,  Barrages  and 

Fi'fty 

.Reservoirs. 

Fifty 

Cb) 

' ( i ) Roads  other  than  Katcha 
Roads . 

(ii)  Katcha  Roads 

Five 

(c) 

(i)  Water  arid  Sewerage  Treatment 

Thirty  five 

Plants. 
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Description  of  Assets  Number  of 

years 'of 
period 


( ii) 
(iii) 

Pumping  Plants . 

Pipe  Lines  (mains  and 
distribution  lines ) 

Fifteen 

Fifty 

Uv) 

Power  Stations  and 
equipment 

Twenty  five 

tv) 

Boring  sets 

Fifteen 

(d) 

Vehicles 

Seven 

(e) 

(i) 

Office  furniture  and 
fittings 

Fifteen 

(ii) 

Office  equipment  ♦ 

Seven 

(f ) 

Other.  Assets 

Fif teen" 

- 

* 

G . BHAVANI 

PRASAD, 

Secretary  to  Government, 
Legislative  Affairs  and  Justice, 
Law  Department.' 


